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ACD, see Acid citrate dextrose 
Acid citrate dextrose, citrate-blood ratio important 
in platelet aggregation studies, 518 
Acid phosphatase, see under Phosphatase 
ACTH, see Adrenocorticotropic hormone 
Activated partial thromboplastin time, see under 
Thromboplastin time, partial 
Acute monocytic leukemia, see under Leukemia, 
monocytic 
Adamantinoma(s), long bone, ossifying fibroma asso- 
ciated with (abstract), 270 
Adenocarcinoma(s) 
bronchiolar, pseudomesotheliomatous carcinoma 
of lung, 159 
pulmonary, pseudomesotheliomatous carcinoma, 
159 
Adenoma(s) 
beta-cell, pancreatic adenoma with nesidioblastosis 
in the tumor in a neonate, 462 
pituitary, ultrastructure in Nelson’s syndrome, 337 
Adenosinediphosphate 
platelet aggregation induced by 
citrate—blood ratio important in studies of, 518 
thrombocytopenia effect on determination, 79 
ADP, see Adenosinediphosphate 
Adrenal(s), medullary disease in multiple endocrine 
neoplasia, type 2 (abstract), 270 
Adrenocorticotropic hormone, pituitary adenoma in 
Nelson’s syndrome, ultrastructure, 337 
Agar-gel immunodiffusion, see 
diffusion 


under Immuno- 

AGD, see Immunodiffusion, agar-gel 

Agglutinin(s), caprylate-dependent albumin, infusion 
of caprylate-stabilized albumin into individual 
with, 513 

Aggregation, platelet, see under Platelet(s) 

Albinism, oculocutaneous, Chediak-Higashi 
drome in black infant, 483 

Albumin 


syn- 


antibodies, caprylate-dependent, 


induction, 513 


ex perimental 


caprylate-stabilized, infusion into individual with 

caprylate-dependent albumin agglutinins, 513 

Alcohol, telangiectasia evaluated by tourniquet (cuff) 
test, 199 


Algorithm, implementation of robust estimator of 


mean for quality control on programmable 
calculator or computer (letter), 252 
Alkaline phosphatase, see under Phosphatase 
Alpha,-antitrypsin, see under Antitrypsin 
Alpha-fetoprotein, see under Fetoprotein 
Amnionitis, amniotic fluid bacteria evaluated, 58 
Amniotic fluid, bacteria, 
evaluated, 58 


aerobic and anaerobic, 
Amylase(s), serum salivary isoamylases, changes in 
Sjogren’s syndrome, 1022 
Amyloid, birefringence, green, natural (letter), 417 
Anaerobe(s), susceptibility test, Bacteroides fragilis, 
1010 
Anaerobic infections, see under Infection(s) 
Analyzer(s) 
centrifugal, serum calcium microdetermination by 
parallel fast analyzer, 1016 
parallel fast, serum calcium microdetermination by, 
1016 
Anemia 
hemolysis in chronic myelocytic leukemia, 694 
hemolytic, antiglobulin reaction, direct, positive in 
patient population, 368 
iron-deficiency, Chediak- Higashi syndrome in black 
infant, 483 
nutritional, megaloblastic abnormalities, unusual, 
195 
pernicious 
folate deficiency and, 
malities, unusual, 195 
methionine detection in megaloblasts, 504 
renal, transferrin loss into the urine with hypo- 
chromic microcytic anemia in nephrotic syn- 
drome, 73 
Angina, antithrombin activity in serum correlated 
with coronary angiographic findings, 64 
Angiography, antithrombin activity in serum cor- 
related with coronary angiographic findings in 
coronary-artery disease, 64 
Angioimmunoblastic lymphadenopathy, see under 
Lymphadenopathy 
Anomaly(ies) 
Chediak- Higashi, 
(letter), 1030 
congenital 


megaloblastic abnor- 


pseudo-, in acute leukemia 


coronary artery, left, anomalous origin associated 
with sudden unexpected death (abstract), 271 
mesoblastic myocardial tumor of infancy (ab- 
stract), 271 
Pelger-Huét, ultrastructure of blood cells, 942 
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Antibiogram(s), quantitative, Bacteroides fragilis micro- 
dilution antibiotic susceptibility test, 1010 
Antibiotic(s) 
resistance, beta-lactamase activity among clinical iso- 
lates of Gram-negative bacilli correlated with, 
570 
toxicity, clindamycin-induced pseudomembranous 
colitis, 455 
Antibody(ies) 
albumin, caprylate-dependent, experimental induc- 
tion, 513 
anti-drug-related in nonthrombocytopenic cardiac 
patients, 523 
VIII, among 
bovine and porcine Factor VIII concentrates, 
957 
cellular and humoral immunity in viral hepatitis 
(symposium), 866 
DNA, measurement, 364 
extractable 


anti- Factor antigenic differences 


nuclear 
(abstract), 257 


antigen, radiometric assay 
hepatitis B antigen detection by radioimmuno- 
assay, by crossoverelectrophoresis, and by 
agar-gel immunodiffusion, 540 
heterophil, Mono-Chek test for infectious mono- 
nucleosis evaluated, 987 
Anticoagulant(s) 
see also specific agents 
bishydroxycoumarin therapy, oral, and blood vis- 
cosity, 402 
Anticoagulation, heparin, blood recalcification time 
test in regulation, 390 
Antigen(s) 
extractable nuclear, antibody to detected by radio- 
metric assay (abstract), 257 
Factor VIII-like, hemophilia carrier detection by 
combined measurement of immunologic and 
procoagulant activities, 975 
hepatitis B 
cellular and humoral immunity in viral hepatitis 
(symposium), 866 
detection by counterelectrophoresis, by reversed 
passive latex-agglutination technic, and by 
radioimmunoassay, 547 
detection by radioimmunoassay, by crossover- 
electrophoresis, and by agar-gel immunodif- 
fusion, 540 
human 


surface, in liver, immunoperoxidase 


technic for demonstration, 533 


Staphylococcus aureus, causing glomerulonephritis, 
301 
Antiglobulin tests, direct, in 


patient population, 
significance of positive reactions, 368 
Antihemophilic factor, see under Factor(s) 
Antihemophilic globulin, see under Globulin(s) 
Antilymphocyte serum, see under Serum(a) 
Antithrombin assay, see under Assay(s) 
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Antitrypsin, alpha,- 
protein marker in yolk-sac tumors, 575 
in yolk-sac tumors (abstract), 264 
APTT, see Thromboplastin time, partial, activated 
Arterial embolism, see under Embolism 
Arteritis, giant-cell, of uterus, 308 
Artery(ies) 
coronary 
left, sudden unexpected death associated with 
anomalous origin (abstract), 271 
thromboarteritis causing myocardial infarction in 
infants with mucocutaneous lymph node syn- 
drome (abstract), 271 
Arthritis, synovium, hydrolases, acid, neutral, and 
alkaline in, 220 
Asbestos workers, former, pulmonary cytopathology 
(abstract), 257 
Ascorbate concentration effect on determination of 
serum folate (abstract), 256 
Aspiration 
biopsy, see under Biopsy(ies) 
clot sections, lymphoma involvement of bone mar- 
row diagnosed by, 183 
technic, thin-needle, 168 
Aspirin 
bleeding times and, 69 
clot prevention in angina, antithrombin activity 
in serum correlated with 
graphic findings, 64 
hemostasis and, 69 


coronary angio- 


telangiectasia evaluated by tourniquet (cuff) test, 
199 

vascular response to, 69 

Assay(s) 

see also Radioimmunoassay 

antithrombin in pre-thrombosis and thrombosis, 
384 

heparin—antithrombin in 
thrombosis, 384 


pre-thrombosis and 


immunoradiometric, solid-phase, microtiter, detec- 
uon of viral hepatitis type A (symposium), 854 
microtiter solid-phase immunoradiometric assay, 
detection of viral hepatitis type A (symposium), 
854 
radiometric, antibody to extractable nuclear antigen 
(abstract), 257 
Atherosclerosis 
antithrombin activity in serum correlated with 
coronary angiographic findings in coronary- 
artery disease, 64 
antithrombin and heparin—antithrombin patterns 
in pre-thrombosis and thrombosis, 384 
Autoagglutinin(s), albumin, experimental induction 
of caprylate-dependent albumin antibodies, 
513 
Autoimmunity, genetic factors and in viral hepatitis 
(symposium), 870 
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Autopsy 
see also Necropsy(ies); Postmortem examination 
esophageal varices demonstrated (letter), 729 
Axillary lymph nodes, see under Lymph node(s) 


B 


B cells, see under Cell(s) 
Bacillus (i) 
Gram-negative, diversity of beta-lactamase activity 
among clinical isolates of, 570 
septicemia and meningitis caused by unidentified 
bacillus, 564 
Bacteremia, detection in vented and unvented blood 
culture bottles (abstract), 260 
Bacteria 
amniotic fluid, 58 
survival, growth patterns of organisms in clinical 
blood cultures using hypertonic and isotonic 
media, 706 
Bacteriologic technic(s), dipslide urine cultures (let- 
ters), 250; 251 
Bacteroides fragilis, microdilution antibiotic suscepti- 
bility test, 1010 
Beta-cell adenoma, see under Adenoma(s) 
Beta-lactamase, see under Lactamase 
Bile, extraction of hepatitis A virus (symposium), 
876 


Bioethics, questions related to hepatitis B antigen 
(symposium), 848 
Biopsy(ies) 
aspiration, thin-needle, 168 
Jamshidi needle 
aspiration of 


bone 
(abstract), 267 
bone 


marrow compared with 
marrow 
(abstract), 267 


aspirate clot compared with 
needle, subcutaneous nodules and lymph nodes 
(abstract), 258 
renal, Masson’s trichrome stain in evaluation, 631 
trephine needle, closed, lymphoma involvement of 
bone marrow diagnosed by, 183 
Birefringence, amyloid, natural green (letter), 417 
Bishydroxycoumarin, anticoagulant therapy, oral, 
blood viscosity during, 402 
Bleeding time(s) 
aspirin and, 69 
telangietasia evaluation by tourniquet (cuff) test, 
199 
template, aspirin effect on, 69 
Blood 
see also under Coagulation; Hemodialysis; specific 
constituents and determinations 
bank survey, College of American Pathologists 
(letters), 254; 254 
cells, ultrastructure in Pelger-Huét anomaly, 942 
culture, see under Culture(s) 
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gas analysis, bubbles in samples a source of error, 
242 
group specificities, Rh, positive direct antiglobulin 
reaction in patient population, significance, 368 
heparin, blood recalcification time test in monitor- 
ing, 390 
megakaryocytic nuclei in peripheral (abstract), 266 
platelet aggregation determination, thrombocyto- 
penia effect on, 79 
recalcification time test to monitor heparin therapy, 
390 
viscosity and oral anticoagulant therapy, 402 
Bone(s) 
long, ossifying fibroma (abstract), 270 
marrow 
aspirate clot and Jamshidi biopsy compared 
(abstract), 267 
failure, pancytopenia associated with granulosa- 
cell tumor of ovary, 344 
granulomatous inflammation, probably drug-re- 
lated (abstract), 268 
Hodgkin’s disease of, histopathologic and clinical 
findings (abstract), 268 
lymphoid hyperplasia of simulating malignant 
lymphoma, 45 
lymphoma involvement diagnosed by closed 
trephine needle biopsy, aspirated paraffin- 
embedded clot section, and smear preparation, 
183 
megaloblastic abnormalities, unusual, per- 
nicious anemia and folate deficiency, 195 
plasmacytic lesions, reactive, 921 
sections obtained by aspiration and by needle 
biopsy (abstract), 267 
Borate buffer, see under Buffer(s) 
Bottles, blood culture, see under Culture(s), blood 
Bouyant density properties, hepatitis A virus in 
human and chimpanzee stool-derived particles 
(symposium), 876 
Bovine Factor VIII, see under Factor(s), Factor VIII 
Bovine fibrinogen, see under Fibrinogen 
Bovine thrombin, see under Thrombin 
Brain 
CPK, (BB) detection in serum, 351 
microinfarcts after treatment with antihemophilic 
factor concentrates, 508 
Breast 
cancer 
prognosis, extranodal extension of axillary 
metastases in determination, National Surgical 
Adjuvant Breast Project, Protocol No. 4, 439 
regional node histology other than sinus histio- 
cytosis in invasive, National Surgical Adjuvant 
Breast Project, Protocol No. 4, 21 
T-lymphocytes decreased in, 445 
cystosarcoma phyllodes with 
stroma, 321 


liposarcomatous 
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male, human, steroid-binding proteins in carcinoma 
of, 360 
Bromide, serum, serum chloride analysis, and diagno- 
sis of bromism, 49 
Bromism, serum chloride 
bromide detection, and, 49 


diagnosis analysis, 

Bronchiole(s), adenocarcinoma, pseudomesothelio- 
matous carcinoma of lung, 159 

Bubbles in samples for blood-gas analysis a source 
of error, 242 

Buffer(s), borate, 0.4m and 0.1 M, in modification 
of Farr technic for DNA antibody measure- 
ment, 364 


Calcium 
serum 
ionic measurement in general hospital popula- 
tion (abstract), 259 
microdetermination by 
1016 
Calculator, programmable, estimator of mean for 
quality control (letter), 252 
Cancer(s) 


parallel fast analyzer, 


see also Carcinoma(s); Malignancy(ies); Neo- 
plasm(s); Tumor(s); specific types 
breast 
prognosis, extranodal extension of axillary 
metastases in determination, National Surgical 
Adjuvant Breast Project, Protocol No. 4, 439 
regional node histology other than sinus histio- 
cytosis in invasive, National Surgical Adjuvant 
Breast Project, Protocol No. 4, 21 


I-lymphocytes decreased in, 445 


cells in pleural fluid, determination of primary 


site by cytology (abstract), 257 
lung 
papillary endobronchial tumors (abstract), 265 
peripheral, pseudomesotheliomatous carcinoma, 
159 
metastatic, fibrinolytic enzymes in (abstract), 266 
Candida albicans, pathobiologic features of human 
candidiasis, 991 
Candidiasis 
human, pathobiologic features, 991 
serologic tests 
three, in distinguishing deep from superficial 
infection (abstract), 263 
three evaluated, 1001 
Caprylate-dependent albumin 
mental induction, 513 
Carcinoma(s) 


antibodies, experi- 


see also Cancer(s); Neoplasm(s); Tumor(s); specific 
types 

breast, male, steroid-binding proteins in, 360 

follicular, of thyroid, ultrastructure, 328 
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hepatocellular, light microscopic morphology of 
viral hepatitis (symposium), 787 
Hodgkin’s disease in cervical lymph nodes simu- 
lated by metastatic transitional-cell carcinoma 
(abstract), 270 
pseudomesotheliomatous of lung, 159 
small-cell, thyroid, diffuse undifferentiated, fine 
structure, 623 
squamous-cell, verrucous carcinoma of vagina, 644 
transitional-cell, Hodgkin’s disease in cervical 
lymph nodes simulated by (abstract), 270 
verrucous, vagina, 644 
Carrier(s) 
hemophilia, classic 
detection (H. P. Smith Memorial Lecture), 129 
detection by combined measurement of immuno- 
logic and procoagulant activities, 975 
hepatitis B, bioethical questions related to (sym- 
posium), 848 
Cations, divalent, effect on 
heparinized plasma, 206 
Celestine blue B, see under Stain(s) 
Cell(s) 
see also Cytology; specific cells 


thrombin time of 


B, plasmacytic lesions, reactive, of bone marrow, 
921 
blood, ultrastructure in Pelger-Huét anomaly, 942 
immunology in viral hepatitis (symposium), 866 
injury, hepatitis pathophysiology (symposium), 828 
plasma, bone marrow, reactive plasmacytic lesions 
in, 921 
Centrifugation 
continuous-flow, technics (abstract), 262 
counting vials, in modification of Farr technic for 
DNA antibody measurement, 364 
CEP, see Crossoverelectrophoresis 
Cephalosporinase, beta-lactamase activity among iso- 
lates of Gram-negative bacilli, diversity, 570 
Cerebral, see Brain 
Chediak- Higashi 
anomaly, pseudo-, in acute leukemia (letter), 1030 
syndrome in black infant, 483 
Chloride, serum, analysis, bromide detection, and 
diagnosis of bromism, 49 
Cholestatic hepatitis, see under Hepatitis 
Chromatography, fibrin monomer complexes, 
soluble, semiquantitative determination, 397 
Chromosome(s) 
Philadelphia, chronic granulocytic leukemia with- 
out, 467 
sex, mosaicism, XXY/XY, hypothalamic hypo- 
thyroidism and, 675 
Chronic granulocytic leukemia, see under Leukemia, 
granulocytic 
Chronic hepatitis, see under Hepatitis 
Chronic lymphocytic leukemia, see under Leukemia, 
lymphocytic 
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Chronic myelocytic leukemia, see under Leukemia, 
myelocytic 
Cirrhosis 
cytologic atypia in peritoneal fluid a diagnostic 
problem (abstract), 264 
light microscopic morphology of viral hepatitis 
(symposium), 787 
Citrate—blood ratio important in platelet aggregation 
studies, 518 
Clindamycin, colitis, pseudomembranous, induced by, 
455 
Clinical laboratory, see under Laboratory(ies) 
Clot 
prevention, angina patients, antithrombin activity 
in serum correlated with coronary angio- 
graphic findings, 64 
section, aspirated paraffin-embedded, lymphoma 
involvement of bone marrow diagnosed by, 183 
Clotting factors, see under Factor(s) 
Coagulation 
see also Anticoagulant(s); Clotting; specific anti- 
coagulants 
intravascular, fibrin monomer complexes, semi- 
quantitative determination by chromatography 
and serial-dilution protamine sulfate test, 397 
intravascular disseminated 
nonbacterial thrombotic endocarditis and (ab- 
stract), 272 
plasma protamine paracoagulation test, interpre- 
tation, 698 
unusual material in 
treatment with antihemophilic 
centrates, 508 
Coding, Standard 


intravascular brain after 


factor con- 
Nomenclature of Pathology, 
pathologic diagnoses, storage and retrieval, 
654 
Colitis, pseudomembranous, clindamycin-induced, 
455 
Collagen 
platelet aggregation induced by 
citrate—blood ratio important in studies of, 518 
thrombocytopenia effect on determination, 79 
Complement, glomerulonephritis caused by Staphylo- 
coccus aureis antigen, 301 
Comprised host, see under Host(s) 
Computer(s) 
diagnosis, differential, of laboratory abnormalities 
and follow-up testing, 234 
estimator of mean for quality control (letter), 252 
offsite, and optical character recognition systems, 
storage and retrieval of SNOP-coded_ patho- 
logic diagnoses, 654 
Congenital anomalies, see under Anomalies 
Congenital mesoblastic myocardial tumor, see under 
Tumor(s), mesoblastic 
Congenital mesoblastic under 


nephroma, see 


Nephroma(s), mesoblastic 
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Congo red, see under Stain(s) 
Contraceptive(s) 
oral 
antithrombin and heparin—antithrombin _pat- 
terns in pre-thrombosis and thrombosis, 384 
hepatic tumors and (letter), 728 
Control(s) 
activated partial thromboplastin time, standardiza- 
tion, 213 
prothrombin time, standardization, 213 
Conversion factors, SI units, 2 
Coronary artery, see under Artery(ies) 
Coronary-artery disease, antithrombin activity in 
serum correlated with coronary angiographic 
findings, 64 
Counterelectrophoresis, hepatitis B antigen detec- 
tion by, 547 
CPK,, see under Isoenzyme(s), creatine kinase 
CPK BB, see Isoenzyme(s), creatine kinase, CPK, 
Creatine kinase isoenzyme, CPK, (BB) detection in 
serum, 351 
Cresolphthalein complexone, serum calcium micro- 
determination by parallel fast analyzer, 1016 
Crossoverelectrophoresis, hepatitis B antigen detec- 
tion by, 540 
Cryptococcal complex, primary pulmonary lymph 
node, 83 
Cryptococcosis, pulmonary lymph node complex, 
primary, 83 
Culture(s) 
blood 
bacterial growth patterns using hypertonic and 
isotonic media, 706 
bottles, vented and unvented, bacteremia detec- 
tion in (abstract), 260 
collection, quality control (letter), 416 
medium, see Medium(a) 
urine, dipslide (letters), 250; 251 
Cyst(s) 
multilocular, renal, 93 
renal, multilocular, 93 
Cystosarcoma phyllodes, malignant, 321 
Cytochemistry, leukemia, acute monocytic, 471 
Cytogenetics, leukemia, acute monocytic, 471 
Cytoplasmic gamma _ chain, 
lymphocytic leukemia with, 948 


inclusions, chronic 


D 


Death, sudden unexpected, associated with anom- 
alous origin of left coronary artery (abstract), 
271 
Dermatofibrosarcoma protuberans, histiocytic nature 
of, 136 
Diagnosis 
differential, computer-assisted, of laboratory ab- 
normalities and follow-up testing, 234 
hepatitis, viral type A and type B (symposium), 741 
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Dicumarol, see Bishydroxycoumarin 

Differential diagnosis, see under Diagnosis 

Digoxin, anti-drug-related antibodies in nonthrom- 
bocytopenic cardiac patients, 523 

Dipslide urine cultures, see under Culture(s), urine 

Dipyridamole, clot prevention in angina, antithrom- 
bin activity in serum correlated with coronary 
angiographic findings, 64 

Direct antiglobulin tests, see under Test(s), anti- 
globulin 

Disk-acrylamide electrophoresis, see under Electro- 
phoresis 

Disseminated intravascular coagulation, see under 
Coagulation, intravascular 

Dithizone, zinc in biological fluids determined with, 229 

Divalent cations, see under Cations 

Diverticulosis, esophageal intramural, pathology, 314 

DNA antibodies, see under Antibody(ies) 

Drug(s) 

anti-drug-related antibodies in nonthrombocyto- 
penic cardiac patients, 523 
reactions, clindamycin-induced 

branous colitis, 455 

Dysgerminoma, gonadoblastoma with tubal preg- 
nancy, 121 

Dysplasia, fibrous, intracortical, see under Fibroma(s), 
ossifying 


pseudomem- 


E 


Ectopic tubal pregnancy, see under Pregnancy, tubal 
Education 
see also training 
graduate, accreditation, new developments (ab- 
stract), 258 
Electrode(s) 
calcium, use in evaluation of serum calcium in 
general hospital population (abstract), 259 
ion-selective, serum chloride analysis, bromide 
detection, and diagnosis of bromism, 49 
oxygen, polarographic, bubbles in samples for 
blood-gas determinations a source of error, 242 
Electron microscopy, see under Microscopy 
Electrophoresis 
disk-acrylamide 
cancer, characteristic patterns detected in sera, 40 
leukemia, chronic lymphocytic, characteristic pat- 
terns detected in sera, 40 
serum salivary isoamylases in Sjogren's syndrome, 
1022 
Embolism 
arterial, antithrombin and heparin—antithrombin 
patterns in pre-thrombosis and thrombosis, 
384 
pulmonary 


antithrombin and heparin—antithrombin _pat- 
terns in pre-thrombosis and thrombosis, 384 

fibrinogen/fibrin degradation products, semi- 
quantitation by latex-agglutination technic and 
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by tanned red cell hemagglutination inhibition 
immunoassay, 528 
Endocarditis, thrombotic, nonbacterial, and dis- 
seminated intravascular coagulation (abstract), 
272 
Endodermal sinus (yolk sac) tumors, protein markers 
in, 575 
Endocrine neoplasia, multiple, type 2 (abstract), 270 
Enzyme(s) 
beta-lactamase activity among clinical isolates of 
Gram-negative bacilli, 570 
erythrocyte, polymorphisms in paternity testing, 
982 
fibrinolytic, in metastatic cancer (abstract), 266 
lysosomal, in_ osteoarthritic, 
control synovia, 220 
Eosinophilic granuloma, see under Granuloma(s) 
Epidemiology 
hepatitis, viral, A and B (symposium), 890 
Staphylococcus epidermidis, 711 
Epinephrine 
platelet aggregation induced by 
citrate—blood ratio important in studies of, 518 
thrombocytopenia effect on determination, 79 
Epithelial mesothelioma, see under Mesothelioma 
Epstein-Barr virus, see under Virus(es) 
Erythrocyte(s) 
enzyme polymorphisms in paternity testing, 982 
sedimentation rate, Wintrobe 
zeta sedimentation ratio compared with, 690 
zeta sedimentation ratio 
disease (letters), 727; 727 
sedimentation, zeta sedimentation ratio 
Wintrobe erythrocyte sedimentation rate com- 
pared with, 690 
in rheumatoid disease (letters), 727;727 
Erythrophagocytosis, Chediak-Higashi syndrome in 
black infant, 483 
Esophagus 
diverticulosis, intramural, pathology, 314 
pseudodiverticulitis, intramural, pathology, 314 
varices, postmortem demonstration (letter), 729 
Estimator of mean for quality control on program- 
mable calculator or computer (letter), 252 
Estriol, serum, radioimmunoassay in 
high-risk pregnancy (abstract), 256 
Estrogen 


rheumatoid, and 


and in rheumatoid 


monitoring 

receptors, steroid-binding proteins in 
carcinoma of human male breast, 360 

Etiology, meningitis, septic, 550 

Exclusion rates, paternity testing, serum protein and 
erythrocyte enzyme polymorphisms in, 982 

Extractable nuclear antigens, see under Antigen(s) 


F 


Factor(s) 
antihemophilic 
antigenic differences among bovine and porcine 
Factor VIII concentrates, 957 
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concentrates, unusual intravascular material in 
brain after treatment with, 508 
detection of carriers of classic hemophilia (H. P. 
Smith Memorial Lecture), 129 
clotting, urinary loss due to hereditary mem- 
branous glomerulopathy, 376 
Factor VIII 
antigenic differences among bovine and porcine 
concentrates, 957 
bovine, antigenic differences from porcine, 957 
hemophilia carrier detection by combined 
measurement of immunologic and procoagu- 
lant activities, 975 
porcine, antigenic differences from bovine, 957 
Factor IX, dediciency, urinary loss of clotting fac- 
tors due to hereditary membranous glomerulo- 
pathy, 376 
Factor XII, deficiency, urinary loss of clotting fac- 
tors due to hereditary membranous glomeruio- 
pathy, 376 
Fletcher, deficiency, and myocardial infarction, 970 
platelet, see under Platelet(s) 
Farr technic, DNA antibody measurement, modifi- 
cation, 364 
Feces 
extraction of hepatitis A virus (symposium), 876 
smears, celestine blue B stain for intestinal protozoa, 
715 
Fetoprotein, alpha- 
protein marker in yolk-sac tumors, 575 
in yolk-sac tumors (abstract), 264 
Fibrin 
monomer complexes, soluble, semiquantitative 
determination by chromatography and serial- 
dilution protamine sulfate test, 397 
soluble monomer complexes, 
determination, 397 
Fibrindex, effects of source and concentration of 
thrombin on thrombin time of heparinized 
plasma, 206 


semiquantitative 


Fibrinogen, bovine, two modes of platelet aggrega- 
tion mechanism, 680 
Fibrinogen/fibrin degradation products, semiquanti- 
tation by latex-agglutination technic and by 
tanned red cell hemagglutination inhibition 
immunoassay, 528 
Fibrinolytic enzymes, see under Enzyme(s) 
Fibroblast(s), dermatofibrosarcoma protuberans, 
histiocytic nature of, 136 
Fibroma(s), ossifying of long bone (abstract), 270 
Fibrosclerosis, multifocal, occlusive phlebitis is, 274 
Fibrosis, retroperitoneal, occlusive phlebitis in, 274 
Fibrous dysplasia, intracortical, see under Fibroma(s), 
ossifying 
Fine structure 
see also under Ultrastructure 
small-cell carcinoma of thyroid, diffuse undifferen- 
tiated, 623 
Fletcher factor, see under Factor(s) 
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Flow chart, estimator of mean for quality control on 
programmable calculator or computer (letter), 
252 
amniotic, bacteria, 
evaluated, 58 
Fly maggots, intestinal myiasis (abstract), 269 
Focal nodular hyperplasia, see under Hyperplasia, 
nodular 

Folate 

deficiency 


Fluid, aerobic and anaerobic, 


methionine detection in pernicious anemia 
megaloblasts and other erythroid precursors, 
504 
pernicious anemia and, megaloblastic abnor- 
malities, unusual, 195 
serum, ascorbate effect on determination (abstract), 
256 
Follicular carcinoma, see under Carcinoma(s) 
Follow-up testing, clinical chemistry, computer- 
assisted, 234 
Free thyroxine index, see under Index, thyroxine 
Free triiodothyronine index, see under Index, tri- 
iodothyronine 
Fungus(i) 
infections 
candidiasis, human, pathobiologic features, 991 
candidiasis, three serologic tests for evaluated, 
1001 
opportunistic, cryptococcal primary pulmonary 
lymph node complex, 83 


G 


Gaucher's disease, disease in association 
with, 103 
Genetic factors and autoimmunity in viral hepatitis 
(symposium), 870 
Germ-cell tumors, see under Tumor(s) 
Giant-cell 
arteritis, see under Arteritis 
transformation of hepatocytes, congenital hemo- 
phagocytic reticulosis, 495 
Gland(s), salivary, malignant lymphomas, 421 
Globulin(s), antihemophilic, hemophilia carrier detec- 
tion by combined measurement of immuno- 
logic and procoagulant activities, 975 
Glomerular disease, 
evaluation, 631 
Glomerulonephritis 


Masson’s trichrome stain in 


lobular, acute, with hyperuricemia and obstructive 
uric acid nephropathy, 109 
membranoproliferative, acute, with hyperuricemia 
and obstructive uric acid nephropathy, 109 
Staphylococcus aureus antigen causing, 301 
Glomerulopathy, membranous, hereditary, urinary 
loss of clotting factors due to, 376 
Glomerulus(i), disease, Masson’s trichrome stain in 
evaluation, 631 
Gonadoblastoma(s), tubal pregnancy with, 121 
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Gram-negative bacilli, see under Bacillus(i) 

Granulocytic leukemia, see under Leukemia 

Granuloma(s), eosinophilic, polyostotic, prognosis of, 
601 

Granulomatous inflammation, see under Inflamma- 
tion 

Granulosa-cell tumor, see under Tumor(s) 


H 


Hamartoma(s), fetal mesenchymal, cytodifferentiated 
renal tumors occurring with Wilms’ tumors of 
the opposite kidneys, 1050 
HBAb, see Hepatitis B antibody 
HBAg, see Hepatitis B antigen 
Heart 
endocarditis, 


thrombotic, dis- 


seminated intravascular coagulation (abstract), 
9792 


nonbacterial, and 


myocardial infarction 
anti-drug-related antibodies in nonthrombocyto- 
penic cardiac patients, 523 
coronary thromboarteritis causing in infants with 
mucocutaneous lymph node syndrome (ab- 
stract), 271 
Fletcher factor deficiency and, 970 
myocardial tumor of infancy, congenital meso- 
blastic (abstract), 271 
Whipple's disease, ultrastructure of cardiac lesions 
(abstract), 272 
Hemangiopericytoma, spindle-cell epithelial thy- 
moma and, fine-structural comparison, 612 
Hematocrit, zeta sedimentation ratio independent 
with Wintrobe 
sedimentation rate, 690 
Hematoxylin, see under Stain(s) 


of, compared erythrocyte 


Hemolysis in chronic myelocytic leukemia, 694 
Hemolytic anemia, see under Anemia 
Hemophagocytic reticulosis, see under Reticulosis 
Hemophilia 
classic 
carrier detection (H. P. Smith Memorial Lecture), 
129 
carrier detection by combined measurement of 
immunologic and procoagulant activities, 975 


Hemostasis, telangiectasia evaluated by tourniquet 
(cuff) test, 199 
Heparin 


anticoagulation, blood recalcification time test in 
regulation, 390 

antithrombin assay, see under Assay(s) 

blood recalcification time to monitor therapy, 390 


divalent 


cation effects on thrombin time of 


heparinized plasma, 206 
dosage, blood recalcification time test in regulation, 

390 
fibrinogen/fibrin degradation 


products, semi- 


quantitation by latex-agglutination technic and 
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by tanned red cell hemagglutination inhibition 
immunoassay, 528 
plasma neutralizing activity in evaluation of throm- 
bocytopenia and thrombocytosis, 964 
therapy, monitoring with blood recalcification time 
test, 390 
thrombin and concentration effects on 
thrombin time of heparinized plasma, 206 
Hepatic, see Liver 
Hepatitis 
A, virus, 


source 


isolation and characterization (sym- 
posium), 876 

A and B, diagnosis and pathogenesis of clinical 
variants (symposium), 898 

active, chronic, diagnosis and pathogenesis (sym- 
posium), 898 

anicteric, diagnosis and pathogenesis (symposium), 
898 

B antibody, see under Antibody(ies) 

B antigen, see under Antigen(s) 

B carriers, bioethical questions related to 
posium), 848 

B surface antigen, see under Antigen(s) 

cellular pathophysiology (symposium), 828 

cholestatic, diagnosis and pathogenesis 
posium), 898 

fulminant, diagnosis and 
posium), 898 

persistent, diagnosis and 
posium), 898 

viral 


(sym- 


pathogenesis (sym- 


pathogenesis (sym- 


A and B, epidemiology and mode of transmis- 
sion (symposium), 890 
cellular and humoral immunity in (symposium), 
866 
cellular pathophysiology (symposium), 828 
chronic active, light microscopic morphology 
(symposium), 787 
chronic persistent, light microscopic morphology 
(symposium), 787 
diagnosis and pathogenesis of clinical variants 
(symposium), 898 
genetic factors and autoimmunity in 
posium), 870 
type A, detection (symposium), 854 
type A and type B (symposium), 741 
Hepatocellular carcinoma, see under Carcinoma(s) 
Hepatocyte(s), giant-cell transformation, congenital 
hemophagocytic reticulosis, 495 
Hereditary membranous glomerulopathy, see under 
Glomerulopathy, membranous 
Heterophil antibody, see under Antibody(ies) 
Histiocyte(s), dermatofibrosarcoma protuberans, his- 
tiocytic nature of, 136 
Histiocytic medullary reticulosis, see under Reticulo- 
sis, medullary 
Histiocytoma, fibrous, histiocytic nature of dermato- 
fibrosarcoma protuberans, 136 


(sym- 
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Histiocytosis 
malignant, congenital hemophagocytic reticulosis, 
495 
X, polyostotic eosinophilic granuloma, prognosis of, 
601 
Histology, cancer, mammary, significance of regional 
node histology other than sinus histiocytosis, 
National Surgical Adjuvant Breast Project, 
Protocol No. 4, 21 
Hodgkin’s disease 
bone marrow, histopathologic and clinical findings 
(abstract), 268 
cervical lymph nodes, simulated by transitional- 
cell carcinoma (abstract), 270 
Gaucher’s disease in association with, 103 
lymphocyte subpopulations in, 31 
Hormone(s) 
adrenocorticotropic, pituitary adenoma in Nelson’s 
syndrome, ultrastructure, 337 
melanocyte-stimulating, pituitary adenoma in Nel- 
son’s syndrome, ultrastructure, 337 
steroid, steroid-binding proteins in carcinoma of 
human male breast, 360 
thyroid, radioimmunoassay, correlation with TSH 
in primary hypothyroid patients (abstract), 256 
thyroid-stimulating, hypothalamic hypothyroidism 
and XXY/XY sex chromosome mosaicism, 675 
Horseradish peroxidase, hepatitis B surface antigen 
in human liver demonstrated by immuno- 
peroxidase technic, 533 
Host(s) 
altered, candidiasis, human, pathobiologic features, 
991 
compromised, cryptococcal primary 
lymph node complex, 83 
Hydrochlorothiazide, anti-drug-related antibodies in 
nonthrombocytopenic cardiac patients, 523 
Hydrolase(s), acid, neutral, and alkaline in arthritic 
synovium, 220 
Hyperplasia 


pulmonary 


lymphoid, of bone marrow simulating malignant 
lymphoma, 45 


nodular, focal, hepatic tumors and oral contra- 
ceptives (letter), 728 
Hyperuricemia, glomerulonephritis, acute lobular 
(membranoproliferative) with, 109 
Hypothyroidism, XXY/XY 


chromosome mosaicism and, 675 


hypothalamic, sex 


Immune response 
diagnosis and pathogenesis of clinical variants of 
viral hepatitis (symposium), 898 
plasmacytic lesions, reactive, of bone marrow, 921 
Immunity, hepatitis, viral type A and type B (sym- 
posium), 741 


INDEX OF SUBJECTS 


1041 


Immunoblastic lymphadenopathy, see under 
Lymphadenopathy 
Immunodiffusion, agar-gel, hepatitis B antigen detec- 
tion by, 540 
Immunoelectronmicroscopy, hepatitis, viral type A, 
detection (symposium), 854 
Immunofluorescence, Staphylococcus aureus antigen 
causing glomerulonephritis, 301 
Immunoglobulin(s) 
synthesis, chronic lymphocytic leukemia with 
gamma chain cytoplasmic inclusions, 948 
tissue, in neoplastic and hyperplastic lymphoid 
tissue (abstract), 268 
Immunologic function, mammary cancer, invasive, 
regional node histology other than sinus histio- 
cytosis reflecting, National Surgical Adjuvant 
Breast Project, Protocol No. 4, 21 
Immunology, cellular and humoral immunity in viral 
hepatitis (symposium), 866 
Immunoperoxidase, hepatitis B surface antigen in 
human liver demonstrated by technic utilizing, 
533 
Immunoradiometric assay, see under Assay(s) 
Immunosuppressed patients, toxoplasmosis, dis- 
seminated, in (abstract), 269 
Immunosuppressive proteins, see under Protein(s) 
Immunotype(s), Pseudomonas aeruginosa from clinical 
specimens, 557 
Imprint technic, use for rapid diagnosis in postmor- 
tem examinations, 291 
Inclusion(s), cytoplasmic, gamma chain, chronic lym- 
phocytic leukemia with, 948 
Index 
thyroid hormone, combined, based on thyroxine, 
triiodothyronine, and resin uptake, 356 
thyroxine, free, with free triiodothyronine index 
in combined thyroid hormone index, 356 
triiodothyronine, free, with free thyroxine index 
in combined thyroid hormone index, 356 
Infarction, myocardial 
anti-drug-related antibodies, in nonthrombocyto- 
penic cardiac patients, 523 
coronary thromboarteritis causing in infants with 
mucocutaneous lymph node syndrome (ab- 
stract), 271 
Fletcher factor deficiency and, 970 
Infection(s) 
anaerobic, amniotic fluid bacteria evaluated, 58 
fungal 
candidiasis, human, pathobiologic features, 991 
candidiasis, three serologic tests for evaluated, 
1001 
postpartum, amniotic fluid bacteria evaluated, 58 
urinary-tract 
dipslide urine cultures (letters), 250; 251 
renal transplant patients, localization by detec- 
tion of antibody-coated bacteria in urine (ab- 
stract), 261 
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Infectious disease, hepatitis A and B, epidemiology 
and mode of transmission (symposium), 890 
Infectious mononucleosis, see under Mononucleosis 
Inflammation, granulomatous, of bone 
probably drug-related (abstract), 268 
Information 


marrow, 


system, clinical laboratory, concepts 
in design, 662 

Insulinoma, pancreatic adenoma with nesidioblasto- 
sis in the tumor in a neonate, 462 

Intestinal protozoa, see under Protozoa 

Intestine(s), myiasis (abstract), 269 

Intracortical fibrous dysplasia, see under Fibroma(s), 
ossifying 

Intravascular coagulation, see under Coagulation 

lon-selective electrodes, see under Electrode(s) 

Iron loss in urine with hypochromic microcytic 
anemia in nephrotic syndrome, 73 

Iron-deficiency anemia, see under Anemia 

ISE, see Electrode(s), ion-selective 

Isoamylase(s), see under Amylase(s) 

Isoenzyme(s); creatine kinase, CPK, (BB) detection 
in serum, 351 


J 


Jamshidi needle biopsy, see under Biopsy(ies) 
Jaundice, neonatal, congenital hemophagocytic reticu- 
losis, 495 


K 


Karyotype(s), mosaic, gonadoblastoma with tubal 
pregnancy, 121 
Kidney(s) 
see also Transplant 
anemia, transferrin loss into the urine with hypo- 
chromic microcytic anemia in nephrotic syn- 
drome, 73 
biopsies, Masson’s trichrome stain in evaluation, 
631 
cystic, multilocular, 93 
glomerulonephritis 
Staphylococcus aureus antigen causing, 301 
and uric acid nephropathy, 109 
glomerulopathy, membranous, urinary loss of 
clotting factors due to, 376 
nephrotic syndrome, transferrin loss into the urine 
with hypochromic microcytic anemia, 73 
tumors, cytodifferentiated, occurring with Wilms’ 
tumors of the opposite kidneys, 1050 
Kit(s), fibrinogen/fibrin degradation products, direct 
latex-agglutination technic for semiquantita- 
tion, 528 
Klebsiella pneumoniae, indole-positive strains producing 
hydrogen sulfide in iron-agar slants, 702 
Klinefelter’s syndrome, hypothalamic hypothyroid- 
ism and XXY/XY sex chromosome mosaicism, 
675 
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Laboratory(ies) 
clinical, information system, concepts in design, 662 
consultation, computer-assisted differential diagno- 
sis of laboratory abnormalities and follow-up 
testing, 234 
control, heparin therapy monitored with blood re- 
calcification time test, 390 
data, clinical metrication in SI units, 2 
information system (LIS), 662 
report order (abstract), 262 
Lactamase, beta-, diversity of activity among clinical 
isolates of Gram-negative bacilli, 570 
Lactate, excess, in critically ill patients (abstract), 259 
Larc leukocyte analyzer, see under Leukocyte(s), 
analyzer 
Latex-agglutination 
technic, direct, for semiquantitation of fibrinogen/ 
fibrin degradation products, 528 
test, reversed passive, hepatitis B antigen detection 
by, 547 
Learning objectives, resident training in clinical 
chemistry, 1026 
Leukemia 
acute, pseudo-Chediak- Higashi anomaly in (letter), 
1030 
granulocytic, chronic, 
chromosome, 467 


without Philadelphia 

lymphocytic, chronic, with gamma chain cyto- 
plasmic inclusions, 948 

monocytic, acute, cytologic, histologic, cytochemi- 
cal, ultrastructural, and cytogenetic observa- 
tions, 471 

myelocytic, chronic, hemolysis in, 694 

myelomonocytic, hematologic features of preleu- 
kemic phase (abstract), 267 

plasma-cell, immunoglobulin 
(letters), 419; 420 

platelet size distribution profile (abstract), 266 

preleukemic phase of myelomonocytic, hematologic 
features (abstract), 267 


abnormalities in 


survival rates of patients with chronic granulocytic 
leukemia with and without Philadelphia 
chromosome, 467 
Leukocyte(s), analyzer, Corning Larc, evaluated (ab- 
stract}, 265 
Liposarcoma(s) 
cystosarcoma phyllodes with 
stroma, 321 


liposarcomatous 


periductal, cystosarcoma phyllodes with liposar- 
comatous stroma, 321 
LIS, see Laboratory information system 
Liver 
see also Hepatitis 
hepatitis 
cellular pathophysiology (symposium), 828 
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diagnosis and pathogenesis of clinical variants 
(symposium), 898 
viral, light microscopic morphology (symposium), 
787 
A virus extraction from samples (symposium), 
876 
necrosis, diagnosis and pathogenesis of clinical 
variants in viral hepatitis (symposium), 898 
tumors, oral contraceptives and (letter), 728 
Lobular glomerulonephritis, see under Glomerulo- 
nephritis 
Long bone, see under Bone(s) 
Lung(s) 
adenocarcinoma, pseudomesotheliomatous, 159 
cancer, peripheral, pseudomesotheliomatous car- 
cinoma, 159 
cryptococcal primary pulmonary lymph node com- 
plex, 83 
papillary endobronchial tumors (abstract), 265 
systemic lupus erythematosis, vascular disease in, 
284 
Lupus erythematosus, systemic, pulmonary vascular 
disease in, 284 
Lymph node(s) 
axillary, extranodal extension of metastases, signifi- 
cance in prognosis of breast cancer, National 
Surgical Adjuvant Breast 
No. 4, 439 
cryptococcal primary pulmonary lymph node com- 
plex, 83 


Project, Protocol 


regional, histology other than sinus histiocytosis in 
invasive mammary cancer, National Surgical 
Adjuvant Breast Project, Protocol No. 4, 21 
Lymphadenopathy, angioimmunoblastic, immuno- 
logic and electronmicroscopic characteristics, 
929 
Lymphocyte(s) 
Hodgkin's disease, subpopulations in, 31 
receptors, spindle-cell epithelial thymoma, 612 
T-, decreased in patients with mammary cancer, 
445 
Lymphocytic leukemia, see under Leukemia 
Lymphocytoma, histologic identification of malig- 
nant lymphoma cutis, 149 
Lymphoepithelial lesion, malignant lymphomas of 
salivary glands, 421 
Lymphohistiocytosis, congenital hemophagocytic 
reticulosis, 495 
Lymphoid hyperplasia, see under Hyperplasia 
Lymphoid tissue, immunoglobulins in neoplastic and 
hyperplastic (abstract), 268 
Lymphoma(s) 
bone marrow involvement by, diagnosis by closed 
trephine needle biopsy, aspirated paraffin- 
embedded clot section, and smear preparation, 
183 


cutis, malignant, histologic identification, 149 
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malignant 
lymphoid hyperplasia of bone marrow simulat- 
ing, 45 
salivary glands, 421 
non- Hodgkin’s, morphologic and functional studies 
(abstract), 268 
Lymphosarcoma(s), salivary glands, 421 
Lysosomal enzymes, see under Enzyme(s) 
Lysosome(s) 
abnormal, Chediak- Higashi syndrome in black in- 
fant, 483 
anomaly, pseudo-Chediak-Higashi anomaly in 
acute leukemia (letter), 1030 


M 


Maggot(s), fly, intestinal myiasis (abstract), 269 
Malacoplakia, experimental induction in guinea pigs 
(abstract), 269 
Male breast, see under Breast 
Malignancy(ies), reticulosis, medullary, histiocytic, 
mono-spot test positive in, 407 
Malignant lymphoma, see under Lymphoma(s) 
Mammary, see Breast 
Manpower, pathology, needs in United States, 909 
Marker(s), protein, in endodermal sinus (yolk sac) 
tumors, 575 
Marrow, see under Bone(s) 
Masson’s trichrome strain, see under Stain(s) 
Mean, estimator, for quality control on program- 
mable calculator or computer (letter), 252 
Measurement, SI units, metrication of-clinical labora- 
tory data in, 2 
Mediastinum 
germ-cell tumors 
postmortem findings, 450 
postmortem findings (abstract), 264 
Medium(a) 
mycobacteria, nontuberculous, isolation in three 
growth media (abstract), 261 
selective 7H11, mycobacteria ‘isolation from clinical 
specimens by, 412 
Medullary reticulosis, see under Reticulosis 
Megakaryocytic nuclei in peripheral blood (abstract), 
266 
Megaloblast(s) 
methionine detection in, 504 
morphologic abnormalities, unusual, in pernicious 
anemia and folate deficiency, 195 
Melanocyte-stimulating hormone, pituitary adenoma 
in Nelson’s syndrome, ultrastructure, 337 
Membranoproliferative glomerulonephritis, see under 
Glomerulonephritis 
Membranous glomerulopathy, see under Glomerulo- 
pathy 
Meningitis 


etiology of septic in county hospital, 550 


5 
incidence of septic in county hospital, 550 
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septic, etiology and incidence, 550 
septic-- ‘a and, caused by unidentified bacillus, 564 
Mers platelet aggregation 
of, 680 
Mesoblast. nephroma, see under Nephroma(s) 
Mesoblastic tumor, see under Tumor(s) 
Mesothelioma 


mechanism, two 


epithelial, malignant, clinical, diagnostic, histologic, 
and electron microscopic aspects, 583 
malignant diffuse, clinical, diagnostic, histologic, 
and electron microscopic aspects, 583 
pseudomesotheliomatous carcinoma of lung, 159 
sarcomatous, clinical, diagnostic, histologic, and 
electron microscopic aspects, 583 
Metastasis(es), axillary, significance of extranodal 
extension in prognosis of breast cancer, 
National Surgical Adjuvant Breast Project, 
Protocol No. 4, 439 
Methionine, detection in pernicious anemia megalo- 
blasts and other erythroid precursors, 504 
Metric system, international, see SI units 
Metrication, SI units, clinical laboratory data in, 2 
MIC, see Minimum inhibitory concentration 
Microbiology, quality control in routine blood cul- 
tures (letter), 416 
Microdetermination, serum calcium, by parallel fast 
analyzer, 1016 
Microdilution MIC, Bacteroides 
susceptibility test, 1010 
Microscopy 


fragilis, antibiotic 


electron 
cystosarcoma phyllodes with liposarcomatous 
stroma, 321 
follicular carcinoma of thyroid, 328 


hepatitis, cellular pathophysiology (symposium), 
828 


mesothelioma, diffuse malignant, 583 
Pelger-Huét anomaly, blood cell ultrastructure, 
942 
Micro-SPIRA, Assay(s), microtiter solid-phase 
immunoradiometric assay 
Microtiter solid-phase 
see 


see 


immunoradiometric 
Assay(s), 


assay, 

under immunoradiometric, 
solid-phase 

Minimum 


inhibitory microdilution 


concentration, 
test, Bacteroides fragilis, 1010 

Mono-Chek test, serologic evaluation, 987 

Monocytic leukemia, see under Leukemia 

Monomer, fibrin, see under Fibrin 

Mononucleosis, infectious, Mono-Chek test, serologic 
evaluation, 987 

Mono-spot test positive in 

reticulosis, 407 


histiocytic medullary 

Morphology, bone marrow involvement by lym- 
phoma, diagnosis by closed trephine needle 
biopsy, aspirated paraffin-embedded clot sec- 
tion, and smear preparation, 183 
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Mosaic karyotype, gonadoblastoma with tubal preg- 
nancy, 121 
Mosaicism, sex chromosome, XXY/XY, and _ hypo- 
thalamic hypothyroidism, 675 
MSH, see Melanocyte-stimulating hormone 
Mucocutaneous lymph node syndrome, coronary 
thromboarteritis causing myocardial infarction 
in (abstract), 271 
Multifocal fibrosclerosis, see under Fibrosclerosis 
Multilocular cyst, see under Cyst(s) 
Multiple endocrine neoplasia, type 2 (abstract), 270 
Myalgia, polymyalgia rheumatica, giant-cell arteritis 
of uterus associated with, 308 
Mycobacteria 
isolation by use of selective 7H11 medium, 412 
nontuberculous, isolation in three growth media 
(abstract), 261 
Mycosis, deep, human candidiasis, pathobiologic 
features, 991 
Myelocytic leukemia, see under Leukemia 
Myelomonocytic leukemia, see under Leukemia 
Myiasis, intestinal (abstract), 269 
Myocardial, see under Heart 
N 
Necropsy(ies) 
see also Postmortem examination 
esophageal varices demonstrated (letter), 729 
germ-cell tumors of 
findings, 450 


mediastinum, postmortem 
imprint technic for rapid diagnosis, 291 
Needle aspiration biopsy, see under Biopsy(ies), 
aspiration 
Nelson's syndrome, pituitary adenoma in, light and 
electron microscopic features, 337 
Neonate(s), pancreatic adenoma with nesidioblastosis 
in the tumor in, 462 
Neoplasia, multiple endocrine, type 2 (abstract), 270 
Nephritis, radiation, cytodifferentiated renal tumors 
occurring with Wilms’ tumors of the opposite 
kidneys, 1050 
Nephroma(s) 
benign multilocular cystic, 93 
mesoblastic, congenital, cytodifferentiated renal 
tumors occurring with Wilms’ tumors of the 
opposite kidneys, 1050 
Nephropathy, obstructive, glomerulonephritis, acute 
lobular (membranoproliferative) with, 109 
Nephrotic syndrome 
transferrin loss into the urine with hypochromic 
microcytic anemia, 73 
urinary loss of clotting factors due to hereditary 
membranous glomerulopathy, 376 
Nesidioblastosis in pancreatic adenoma in a neonate, 
462 
Neutrophil(s), band and segmented, 
distinction (abstract), 265 
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Nodes, lymph, see under Lymph 

Nodular hyperplasia, see under Hyperplasia 

Nonbacterial thrombotic endocarditis, 
Endocarditis, thrombotic 

Non-Hodgkin’s lymphoma, see under Lymphoma(s) 

Normal values, SI units, 
laboratory data in, 2 

Nuclear antigens, extractable, see under Antigen(s), 
extractable 

Nuclei, megakaryocytic, in peripheral blood (abstract), 
266 

Nutritional anemia, see under Anemia 


see under 


metrication of clinical 


oO 


Objective(s), learning, resident training in clinical 
chemistry, 1026 
Obstructive nephropathy, see under Nephropathy 
Occlusion, vascular, cerebral after treatment with 
antihemophilic factor concentrates, 508 
Occlusive phlebitis, see under Phlebitis 
OCR, see Optical character recognition 
Opportunistic fungus infection, see under Fungus(i) 
Optical character recognition, SNOP-coded_ patho- 
logic diagnoses, 654 
Oral contraceptives, see under Contraceptive(s) 
Ossifying fibroma, see under Fibroma(s) 
Ovary(ies), granulosa-cell tumor, pancytopenia asso- 
ciated with, 344 
Oxygen 
bubbles in samples for blood-gas determinations a 
source of error, 242 
electrode, see under Electrode(s) 


P values, paternity testing, serum protein and 
erythrocyte enzyme polymorphisms in, 982 

Pancreas, adenoma with nesidioblastosis in the tumor 
in neonate, 462 

Pancytopenia, granulosa-cell tumor of ovary asso- 
ciated with, 344 

Papanicolaou stain, see under Stain(s) 

Papillary tumors, see under Tumor(s) 

Paracoagulation test, plasma protamine, interpreta- 
tion, 698 

Parallel fast analyzer, serum calcium microdeter- 
mination by, 1016 

Partial thromboplastin time, see under Thrombo- 
plastin time 

Paternity testing, serum protein and erythrocyte 
enzyme polymorphisms in, 982 

Pathologist(s), manpower needs in United States, 909 

Pathology 

diagnoses, SNOP-coded, storage and retrieval, 654 
philosophic discourse (Maude Abbott Lecture), 719 

Pelger-Huét anomaly, ultrastructure of blood cells, 

942 
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Penicillinase, beta-lactamase activity among isolates of 
Gram-negative bacilli, diversity, 570 
Peritoneal fluid, cytologic atypia a diagnostic problem 
in cirrhotic patients (abstract), 264 
Pernicious anemia, see under Anemia 
Peroxidase, hepatitis B surface antigen in human 
liver demonstrated by immunoperoxidase tech- 
nic, 533 
Philadelphia chromosome, see under Chromosome(s) 
Phlebitis, occlusive, in multifocal fibrosclerosis, 274 
Phosphatase 
acid, prostatic and reticuloendothelial, immuno- 
logic and biochemical comparison (abstract), 
259 
alkaline, spleen, inhibitor of ADP-induced platelet 
aggregation (abstract), 260 
Pituitary, adenoma in Nelson’s syndrome, light and 
electron microscopic features, 337 
Plasma cell, see under Cell(s) 
Plasma-cell leukemia, see under Leukemia 
Plasmacytosis, bone marrow, reactive plasmacytic 
lesions, 921 
Platelet(s) 
adhesion, aspirin effect on, 69 
aggregation 
ADP-induced, spleen alkaline phosphatase an 
inhibitor (abstract), 260 
antilymphocyte serum inducing, two modes of 
aggregation mechanism, 680 
citrate—blood ratio important in studies of, 518 
determination, thrombocytopenia effect on, 79 
physical training effects on in atherosclerosis 
patients (abstract), 265 
Cr lysis test, anti-drug-related antibodies in 
nonthrombocytopenic cardiac patients, 523 
factor 3 assay, anti-drug-related antibodies in 
nonthrombocytopenic cardiac patients, 523 
factor 4, antithrombin activity in serum correlated 
with coronary angiographic findings in 
coronary-artery disease, 64 
function, aspirin effects on, 69 
size distribution profiles, normal and in acute 
leukemia (abstract), 266 
Pituitary, pathology, adenoma in Nelson’s syndrome, 
light and electron microscopic features, 337 
Polarographic oxygen electrode, see under Elec- 
trode(s), oxygen 
Polymyalgia rheumatica, giant-cell arteritis of uterus 
associated with, 308 
Polyostotic eosinophilic granuloma, 
Granuloma(s), eosinophilic 
Porcine Factor VIII, see under Factor(s), Factor VIII 
Postmortem demonstration of esophageal varices 
(letter), 729 
Postmortem examination, imprint technic for rapid 
diagnosis in, 291 
Postpartum infection, see under Infection(s) 


see under 
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Pregnancy 
high-risk, monitoring with serum estriol radio- 
immunoassay (abstract), 256 
tubal, ectopic, gonadoblastoma with, 121 
Preleukemia, see under Leukemia 
Pre-thrombosis, antithrombin 
thrombin patterns in, 384 
Prevention, hepatitis, viral type A 
(symposium), 741 


and_heparin—anti- 


and type B 
Procoagulants, serum, antithrombin activity corre- 
lated with coronary angiographic findings in 
coronary-artery disease, 64 
Prognosis, histiocytosis X, 601 
Prostaglandin F,, platelet aggregation inhibition in 
unwashed and washed platelets exposed to 
antilymphocyte serum, 680 
Protamine 
plasma, paracoagulation test, interpretation, 698 
sulfate test, serial-dilution, fibrin monomer com- 
plexes, soluble, semiquantitative determina- 
tion, 397 
Protein(s) 
immunosuppressive 
disk-acrylamide electrophoresis detection 
cancer sera, 40 
disk-acrylamide electrophoresis detection in 
chronic lymphocytic leukemia sera, 40 
markers in endodermal sinus (yolk sac) tumors, 
575 
serum, in paternity testing, 982 
steroid-binding, in carcinoma of 
breast, 360 


human male 

Proteinuria, clotting factor loss due to hereditary 
membranous glomerulopathy, 376 

Prothrombin time, standardization of reagents and 
controls, 213 

Protozoa, intestinal, celestine blue B stain for, 715 

Pseudo-Chediak-Higashi anomaly in acute leukemia 
(letter), 1030 


Pseudodiverticulitis, intramural, 


esophageal 
pathology, 314 

Pseudolymphoma cutis, histologic identification of 
malignant lymphoma cutis, 149 

Pseudomembranous colitis, see under Colitis 

Pseudomesotheliomatous carcinoma, see under Car- 
cinoma(s) 


immunotypes, 5! 
pyocin types, 5! 
PT, see Prothrombin time 
PTT, see Thromboplastin time, partial 
Pulmonary, see Lung(s) 
Pulmonary embolism, see under Embolism 
Purpura, drug-induced, anti-drug-related antibodies 
in nonthrombocytopenic cardiac patients, 523 
Pyocin type(s), Pseudomonas aeruginosa from clinical 
specimens, 557 
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Q 


Quality control 
estimator of mean for on programmable calculator 
or computer (letter), 252 
microbiology, routine blood cultures (letter), 416 
Quantitative antibiograms, see under Antibiogram(s) 
Quinidine, anti-drug-related antibodies in nonthrom- 
bocytopenic cardiac patients, 523 


R 


Radiation nephritis, cytodifferentiated renal tumors 
occurring with Wilms’ tumors of the opposite 
kidneys, 1050 

Radioimmunoassay 

estriol, in monitoring high-risk pregnancy (ab- 
stract), 256 
hepatitis B antigen 
detection, 540 
detection, 547 
thyroid hormones, correlation with TSH in primary 
hypothyroidism (abstract), 256 
Radiometric assay, see under Assay(s) 
Reagent(s) 
activated partial thromboplastin time, standardiza- 
tion, 213 
prothrombin time, standardization, 213 

Recalcification time test, see Test(s), blood recalcifica- 
tion time 

Receptor(s), estrogen, steroid-binding proteins in 
carcinoma of human male breast, 360 

Regional nodes, see under Lymph node(s) 

Renal, see Kidney(s); Transplant 

Resident(s), training, in clinical chemistry, objectives 
in, 1026 

Reticuloendothelial malignancy, histiocytic medullary 
reticulosis with positive mono-spot test, 407 

Reticuloendotheliosis, congenital hemophagocytic 
reticulosis, 495 

Reticulosis 

hemophagocytic, congenital, 495 
medullary, histiocytic, mono-spot test positive in, 
407 

Retroperitoneal fibrosis, see under Fibrosis 

Reversed passive latex-agglutination test, see under 
Latex-agglutination test 

Reye’s syndrome 

biochemical, virologic, and electronmicroscopic 
observations (abstract), 262 

cerebrospinal fluid glutamine as rapid diagnostic 
test (abstract), 263 

viral crystalline arrays in (abstract), 262 

Rh blood group specificities, see under 
group specificities 

Rheumatoid disease, zeta 
(letters), 727; 727 


RIA, see Radioimmunoassay 


Blood, 


sedimentation ratio in 


Pseudomonas aeruginosa 
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Riedel’s thyroiditis, see under Thyroiditis 

Ristocetin, platelet aggregation induced by, citrate— 
blood ratio important in studies of, 512 

RPLA, see Latex-agglutination test, reversed passive 


S 

Salivary glands, lymphomas, malignant, 421 
Salyrgan, see Mersalyl 
Sarcoma(s) 

see also specific varieties 
phyllodes with 

stroma, 321 

Sarcomatous mesothelioma, see under Mesothelioma 
Satellitosis, plasmacytic, in bone marrow, 921 
Screening tests, thalassemia (letters), 1031; 1032 
Sedimentation, erythrocyte, see under Erythrocyte(s) 
Selective 7H11 medium, see under Medium(a) 
Semiquantitation, 


cystosarcoma liposa rcomatous 


fibrin monomer complexes, 
soluble, by chromatography and serial-dilu- 
tion protamine sulfate test, 397 
Sensitivity, hepatitis B antigen detection by radio- 
immunoassay, by crossoverelectrophoresis, and 
by agar-gel immunodiffusion, 540 
Septic meningitis, see under Meningitis 
Septicemia, meningitis and, caused by unidentified 
bacillus, 564 
Serology 
fungal, candidiasis, three tests for evaluated, 1001 
mononucleosis, infectious, Mono-Chek test evalu- 
ated, 987 
Serotype(s), Pseudomonas aeruginosa 
specimens, 557 
Serum(a) 


from clinical 


see also specific determinations 


antilymphocyte, platelet aggregation induced by, 
two modes of aggregation mechanism, 680 

bromide, serum chloride analysis, and diagnosis of 
bromism, 49 

calcium, 


microdetermination by 


analyzer, 1016 


parallel fast 

chloride analysis, bromide detection, and diagnosis 
of bromism, 49 

procoagulants, antithrombin activity 
with 


correlated 

coronary angiographic findings in 
coronary-artery disease, 64 

proteins in paternity testing, 982 

salivary isoamylases in Sjogren’s syndrome, 1022 

zinc, in, colorimetric method for determination, 
229 


Sex chromosome Chromo- 


mosaicism, see under 
some(s) 
SI units 
clarification (editorial), 20 
editor's note, 20 
metrication 
9 


from crawl to walk (editorial), 19 


clinical laboratory data in, 


SUBJECTS 1047 
Sinus(es), endodermal (yolk sac), tumors, protein 
markers in, 575 
Sjogren’s syndrome, serum salivary isoamylases in, 
1022 
Skin, lymphoma cutis, malignant, histologic identi- 
fication, 149 
Small-cell carcinoma, see under Carcinoma(s) 
Smear(s), fecal, celestine blue B stain for intestinal 
protozoa, 715 
SNOP, see Standard Nomenclature of Pathology 
Sodium caprylate, see Caprylate 
Sodium citrate, see Citrate 
Solid-phase immunoradiometric assay, see under 
Assay(s), immunoradiometric 
Spindle-cell thymoma, see under Thymoma(s) 
Squamous-cell carcinoma, see under Carcinoma(s) 
Stain(s) 
celestine blue B for intestinal protozoa, 715 
Congo red, amyloid natural green birefringence 
with (letter), 417 
hematoxylin, celestine blue B as alternative for 
intestinal protozoa, 715 
Masson’s trichrome, renal biopsies, 631 
Papanicolaou, thin-needle aspiration biopsy, 168 
Standard Nomenclature of Pathology, pathologic 
diagnoses using offsite computing and optical 
character recognizing system, storage and 
retrieval, 654 
Staphylococcus aureus 
nephritis, 301 
Staphylococcus epidermidis typing by serum-soft agar 
technic, epidemiologic application, 711 
Steroid-binding proteins, see under Protein(s) 
Stool, see Feces 
Streptococcus(i), Group 
(abstract), 261 
Sudden unexpected death, see under Death 
Sunlight, exposure to, telangiectasia evaluated by 
tourniquet (cuff) test, 199 
Susceptibility test, see under Test(s) 
Syndrome(s), see under individual designations 
Synovium, arthritic, hydrolases, acid, neutral, and 
alkaline in, 220 
System(s), laboratory information, concepts in design, 
662 
Systéme International d’Unités, see SI units 
Systemic lupus erythematosus, pulmonary vascular 
disease in, 284 


antigen causing glomerulo- 


B, isolates in neonates 


T 

T3, see Triiodothyronine 

T4, see Thyroxine 

T cells, see Lymphocyte(s), T- 

T lymphocytes, see under Lymphocyte(s) 

Tanned red cell hemagglutination inhibition im- 
munoassay for semiquantitation of fibrinogen/ 
fibrin degradation products, 528 
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Telangiectasia, tourniquet (cuff) test in evaluation, 
199 
Temperature measurement and control in laboratory 
(abstract), 258 
Template bleeding time, see under Bleeding time(s) 
Test(s) 
antiglobulin, direct, in patient population, signifi- 
cance of positive reactions, 368 
blood recalcification time to monitor heparin 
therapy, 390 
candidiasis, serologic, three evaluated, 1001 
carrier, hemophilia, classic, combined measurement 
of immunologic and procoagulant activities, 
975 
latex-agglutination 
direct, for semiquantitation of fibrinogen/fibrin 
degradation products, 528 
reversed passive, hepatitis B antigen detection by, 
547 
Mono-Chek, serologic evaluation, 987 
mono-spot, 


positive in_ histiocytic 


reticulosis, 407 


medullary 


paternity, serum protein and erythrocyte enzyme 
polymorphisms in, 982 
protamine paracoagulation, plasma, interpretation, 
698 
protamine sulfate, serial-dilution, in quantitation 
of soluble fibrin monomer complexes, 397 
screening, thalassemia (letters), 1031; 1032 
susceptibility, anaerobic, Bacteroides fragilis, 1010 
tourniquet (cuff), telangiectasia evaluated by, 199 
Thalassemia, screening for (letters), 1031; 1032 
susceptibility, anaerobic, Bacteroides fragilis, 1010 
tourniquet (cuff), telangiectasia evaluated by, 199 
Thin-needle aspiration biopsy, see under Biopsy(ies), 
aspiration 
Thrombin 


bovine, effects of source and concentration of 


thrombin on thrombin time of heparinized 
plasma, 206 
Thrombin time 
heparinized plasma 
effect of divalent cations, 206 
eifects of thrombin source and concentration, 
206 
Thrombocytopenia 
anti-drug-related antibodies in nonthrombocyto- 
penic cardiac patients, 523 
heparin neutralizing activity of plasma in evalua- 
tion, 964 
platelet aggregation determination in the presence 
of, 79 


Thrombocytosis, heparin neutralizing activity of 
plasma in evaluation, 964 

Thrombophlebitis, 
heparin-antithrombin patterns in 
thrombosis and thrombosis, 384 

Thromboplastin time, partial 


acute, antithrombin and 


pre- 


activated, standardization of reagents and controls, 
213 
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critique of College of American Pathologists survey 
(letters), 126; 126 
Thrombosis 
antithrombin and heparin—antithrombin patterns 
in, 384 
prone patients, antithrombin activity in serum 
correlated with coronary angiographic find- 
ings, 64 
Thrombotic endocarditis, see under Endocarditis 
Thymoma(s), spindle-cell epithelial, fine-structure 
and tumor lymphocyte observations, 612 
Thymus-derived lymphocytes, see Lymphocyte(s), T- 
Thyroid 
carcinoma 
follicular, ultrastructure, 328 
small-cell, diffuse undifferentiated, fine struc- 
ture, 623 
hormone index, combined, based on thyroxine, 
triiodothyronine and resin uptake, 356 
hormones, radioimmunoassay, correlation with 
TSH in primary hypothyroid patients (ab- 
stract), 256 
Thyroid-stimulating hormone, see under Hormone(s) 
Thyroiditis, Riedel’s, occlusive phlebitis in, 274 
Thyroxine 
index, free, with free triiodothyronine index in 
combined thyroid hormone index, 356 
thyroid hormone index, combined, incorporating, 
356 
Tissue immunoglobulins, see under Immunoglobu- 
lin(s) 


Tourniquet (cuff) test, telangiectasia evaluated by, 199 


Toxicity, antibiotic, clindamycin-induced pseudo- 
membranous colitis, 455 
Toxoplasmosis 
(letter), 250 
disseminated, in immunosuppressed patients (ab- 
stract), 269 
Training 
chemistry, clinical, of residents, objectives, 1026 
resident, clinical chemistry, objectives, 1026 
Transcortin, disk-acrylamide electrophoresis detec- 
tion in cancer sera, 40 
Transferrin loss in urine with hypochromic micro- 
cytic anemia in nephrotic syndrome, 73 
Transfusion 
caprylate-dependent albumin antibodies, experi- 
mental induction, 513 
reaction, caprylate-dependent albumin antibodies, 
experimental induction, 513 
Transitional-cell carcinoma, see under Carcinoma(s) 
Transplant(s) 
renal 
toxoplasmosis, disseminated, in immunosup- 
pressed patients (abstract), 269 
urinary-tract infections in localized by detection 
of antibody-coated bacteria in urine (abstract), 
261 
TRCHII, see Tanned red cell hemagglutination 
inhibition immunoassay 
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Trephine needle biopsy, see under Biopsy(ies) 
Trichrome stain, see Stain(s), Masson’s trichrome 
Triiodothyronine 
index, free, with free thyroxine index in combined 
thyroid hormone index, 356 
thyroid hormone index, combined, incorporating, 
356 
Tubal pregnancy, see under Pregnancy 
Tumor(s) 
germ-cell 
mediastinum, postmortem findings, 450 
mediastinum, postmortem findings (abstract), 
264 
granulosa-cell of ovary, pancytopenia associated 
with, 344 
hepatic, oral contraceptives and (letter), 728 
mesoblastic myocardial, congenital (abstract), 271 
myocardial, of infancy, congenital mesoblastic (ab- 
stract), 271 
papillary endobronchial (abstract), 265 
renal, differentiated, occurring with Wilms’ tumors 
of the opposite kidneys, 1050 
Wilms’ 
bilateral, 1050 
cytodifferentiated 
kidney, 1050 
multilocular cysts of the kidney resembling, 93 
yolk-sac 
alpha,-antitrypsin and 
(abstract), 264 
protein markers in, 575 


renal tumor in opposite 


alpha-fetoprotein in 


U 


Ultrastructure 
see also Microscopy, electron 
hepatitis, cellular pathophysiology (symposium), 
828 
leukemia, acute monocytic, 47 | 
pituitary adenoma in Nelson’s syndrome, 337 
thymoma, spindle-cell epithelial, 612 
Units, SI, metrication of clinical laboratory data in, 2 
Urinary-tract infections, see under Infection(s) 
Urine 
cultures, see under Culture(s) 
iron excretion in with hypochromic microcytic 
anemia in nephrotic syndrome, 73 
transferrin loss in with hypochromic microcytic 
anemia in nephrotic syndrome, 73 
Urobilinogen, hemolysis in chronic myelocytic leu- 
kemia, 694 
Uterus, giant-cell arteritis of, 308 


Vagina, carcinoma, verrucous, 644 
Varices, esophageal, 
(letter), 729 


postmortem demonstration 
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Vascular disease, pulmonary, in systemic lupus 
erythematosus, 284 
Vascular function, aspirin and, 69 
Vascular occlusion, cerebral after treatment with 
antihemophilic factor concentrates, 508 
Vein(s), phlebitis, occlusive, in multifocal fibro- 
sclerosis, 274 
Verrucous carcinoma, see under Carcinoma(s) 
Viral hepatitis, see under Hepatitis 
Virus(es) 
Epstein-Barr, antibody to in histiocytic medullary 
reticulosis, 407 
hepatitis A 
characterization (symposium), 876 
detection (symposium), 854 
extraction from stool and liver tissues (sym- 
posium), 876 
isolation (symposium), 876 
purification (symposium), 876 
hepatitis type A and type B (symposium), 741 
Viscosity, blood, and oral anticoagulant therapy, 402 
WwW 
Whipple's disease, ultrastructure of cardiac lesions 
(abstract), 272 
Wilms’ tumor, see under Tumor(s) 
Wintrobe erythrocyte sedimentation rate see under 
Erythrocyte(s), sedimentation 


Y 
Yolk-sac tumors, see under Tumor(s) 
Z 
Zeta potential, zeta sedimentation ratio, 690 
Zeta sedimentation ratio, see under Erythrocyte(s), 
sedimentation 


Zinc, serum, colorimetric method for determination, 
229 
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Cryopreservation, esterase stain, nonspecific, reduc- 


column 


tion of health risks in preparation of (letter), 
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blood by, error sources, 658 
Diagnosis, laboratory, antinuclear antibodies, sub- 
strates for detection, mouse liver sections and 
cultured mouse fibroblasts compared, 892 
Diagnostic laboratory, see under Laboratory(ies) 
Dialysis, botulism clinical specimens, method for 
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removing interfering substances 
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antinuclear antibodies, 
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tured mouse fibroblasts compared, 892 
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groups Levine 
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hepatobiliary, bile acids, immunoreactive glycine- 
conjugated, in, 831 
sickle-cell, and poststreptococcal acute glomerulo- 
nephritis, light, electron, and immunofluores- 
cence microscopic findings, 986 
thromboembolic, activated coagulation time of 
whole blood, progress report, 899 
vascular, fibrinogen heterogeneity in, 958 
Disk diffusion tests, antibiotic susceptibility, Neisseria 
gonorrhoeae to trimethoprim-—sulfamethoxazole 
and to ampicillin, 605 
Disseminated intravascular coagulation, see under 
Coagulation, intravascular 
Diurnal variation, cholesterol and total lipid con- 
centrations in sera of healthy young men, 935 
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DNA antibodies, see under Antibody(ies) 

Drug(s), immunofluorescence in detection in human 
central nervous system (abstract), 458 

Duct(s), bile, hepatic, nonfunctioning argyrophilic 
tumor (APU Doma), methods to detect biogenic 
amines in tissue, 40 

Dysproteinemia, angioimmunoblastic lymphadeno- 
pathy with, 


immunohistologic and_ ultra- 


structural studies, 551 


E 


Edema, pulmonary, non-cardiac, transfusion reac- 
tion with pulmonary infiltration associated with 
HL-A-specific leukocyte antibodies, 483 

Education, videotape examination and review of 
pathology resident performance (abstract), 466 

Electrochemical method for detecting bacteria in 
urine, for early detection of 
infections, 91 


urinary-tract 


Electron microscopy, see under Microscopy 
Electronic platelet counts, see under Platelet(s), 
counts 
Electrophoresis 
amylase isozyme differentiation in patients with 
hyperamylasemia, evaluation of usefulness, 
576 
fibrinogen heterogeneity in cancer, in occlusive 
vascular disease, and after surgical procedures, 
958 
Emergency screening, see under Screening 
Encephalitis, Acanthamoeba meningoencephalitis, 
probable, in Korean child, 723 
Endocarditis 
Haemophilus paraphrophilus , 922 
in intestinal lipodystrophy (Whipple's disease), 
electronmicroscopic demonstration — of 
intracardiac bacillary bodies, 22 
Endocrine neoplasia, see under Neoplasia 
Endometrium 
immunocytologic losses of isoantigens A, B, and 
H(QO), 390 
stromal tumors, uterine tumors resembling sex- 
cord tumors, 512 
Endotoxin(s), limulus amebocyte lysate test in 
neonates, 1012 
Enterobacteriaceae 
Yersinia enterocolitica, facial abscess due to, 1016 
Yersinia pseudotuberculosis infections, clinical and 
laboratory aspects, 101 
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branching, deficiency, glycogen-storage disease, 
type IV, 702 

Epithelioid histiocytes, see under Histiocyte(s) 

Epithelium, atypia, asbestos workers, pulmonary 
cytopathology, 815 
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variability in determinations of cholesterol 
and total lipid concentrations in sera of healthy 
young men, 935 

Erythrocyte(s) 

counts, Haema-Count MK-40 system evaluated, 883 

deformability reduced in megaloblastic anemia, 953 

filtrability, impairment in megaloblastic anemia, 953 

frozen—thawed, resuspended in plasma, neonatal 
exchange transfusions with, 117 

hemoglobin and, combined reserve system for 
automated hemoglobinometry, 122 

hemolysis and 0.1 and 1.0% erythrocytes, effects 
on serum chemistry values, 639 

iron-deficiency anemia and thalassemia minor, 
routine measurements in diagnosis, 870 

measurements, routine, in diagnosis of iron- 
deficiency anemia and thalassemia minor, 870 

null types (Philip Levine Award Lecture), 467 

processing for scanning electron microscopy, 760 

quantitation, nephelometric—-cyanmethemoglobin 
manual technic, “single-tube,” for erythrocytes 
and hemoglobin, 122 

rigidity, increased in megaloblastic anemia, 953 

Erythrocytosis, hemoglobin gethesaa Canadian 
family, 449 

Esterase stain, see under Stain(s) 

Estimation, statistical implications of rounding in 
College of American Pathologists Survey (CAP 
survey), 162 

Estriol, urinary, hemagglutination-inhibition 
for (abstract), 463 

Evaporation, specimen, effects on quality control, 645 

Exchange transfusion, see under Transfusion(s) 


test 


F 


Facial abscess, see under Abscess(es) 
Factor(s) 


antinuclear, test result incongruity with lupus 
erythematosus cell preparation, 495 

Fletcher, deficiency, effect of increased contact 

activation time on activated partial thromboplastin 
time, 479 

platelet, see under Platelet(s) 


False-positive results, see under Test(s) 
Family studies in hemochromatosis (letters), 155; 156 
Farmer's lung, histopathology (abstract), 460 
Feces 
blood in, immunologic detection of (abstract), 463 


1038 


flora, of newborns, and limulus amebocyte lysate 
test, 1012 
Ferruginous body(ies), asbestos workers, pulmonary 
cytology, 815 
Fetoprotein(s), alpha-, serum, liver-cell necrosis and 
regeneration following experimental injury 
by galactosamine in rats, prognostic indicator, 
847 
Fetus, hamartoma, mesenchymal, cytodifferentiated 
renal tumors occurring with Wilms’ tumors of 
opposite kidneys, 376 
Fiberoptic bronchoscope, see under Bronchoscope(s) 
Fibrin thrombi, see under Thrombus(i) 
Fibrinogen heterogeneity in cancer, in occlusive vas- 
cular disease, and after surgical procedures, 
958 
Fibrinolysis 
automated instrument for recording clot lysis, 124 
fibrinogen heterogeneity in cancer, in occlusive 
vascular disease, and after surgical procedures, 
958 
Fibrocystic disease, breast, ultrastructure, 291 
Fibrosis 
cystic, of pancreas, adrenal cortex in, 710 
hepatic lesions of central pericellular in morbid 
obesity and after jejunoileal bypass, 684 
FIF, see Formaldehyde fume-induced fluorescence 
Fletcher factor, see under Factor(s) 
Fluid 
cerebrospinal, see Cerebrospinal fluid 
vaginal, see Vaginal fluid 
Fluorescence, formaldehyde (FIF), 
biogenic amines in tissue, detection in non- 
functioning argyrophilic tamor (APUDoma) 
of hepatic duct, 40 


fume-induced 


Fluorescent antibody reactivity, group D_ strepto- 
cocci, enhanced by penicillin or lysozyme, 73 

Fluorescent assay, see under Assay(s) 

Focal glomerular obsolescence, see under 
Glomerulus(i), obsolescence 

Focal glomerular sclerosis, see under Sclerosis, 
glomerular 

Focal segmental hyalinosis, see under Hyalinosis, seg- 
mental 

Focusing, isoelectric, alkaline phosphatase isoenzymes 


in polyacrylamide gels, use of X-100 


riton 
and improved staining technic, 929 
Folate(s) 
deficiency, megaloblastic anemia secondary to, 
erythrocyte deformability reduced in, 953 
serum, microbiologic assay and radioisotope kit 
methods compared, 746 


Foreskin, cultures 


human, virus isolations in cell 

from, 65 
Formaldehyde (FIF), 
biogenic amines in tissue, detection in non- 
functioning argyrophilic tumor (APU Doma) of 


hepatic duct, 40 


fume-induced fluorescence 
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Freeze-preserved erythrocytes, see under Erythro- 
cyte(s), frozen-thawed 

Frozen-thawed 
cyte(s) 

Fungus(i) 


erythrocytes, see under Erythro- 


Allescheria boydii causing pulmonary infection, 1019 
Alternaria alternata, cutaneous microabscess forma- 
tion from, 565 


G 


Galactosamine, liver-cell necrosis induced by in rats, 

alpha-fetoprotein a prognostic indicator, 847 
Gammopathy(ies), intranuclear in- 
clusions in plasma cells and lymphocytes from 
patients with, 10 


monoclonal, 


Ganglioneuromatosis, alimentary tract in multiple 
endocrine neoplasia, type 3 (abstract), 461 
Gel(s), polyacrylamide, isoelectric focusing of alkaline 
phosphatase isoenzymes in, use of Triton 
X-100 and improved staining technic, 92‘ 
Genetics 
hemochromatosis inheritance (letters), 155; 156 
null types of human erythrocyte blood groups 
(Philip Levine Award Lecture), 467 
Giant lymph-node hyperplasia, see under Hyper- 
plasia, lymph-node 
Gland(s), salivary, amylase isozyme differentiation in 
patients with hyperamylasemia, 576 
Glomerular sclerosis, see under Sclerosis 
Glomerulonephritis 
poststreptococcal, acute, sickle-cell disease and, 
light, electron, and immunofluorescence 
microscopic findings, 986 
Staphylococcus aureus, antigen and immune complex 
demonstrated in (letter), 1027 
syphilitic, treponemal antigen in immunopatho- 
genesis (abstract), 457 
Glomerulus(i) 
obsolescence, focal, significance in children who 
have nephrotic syndrome, 545 
sclerosis, focal significance in children who have 
nephrotic syndrome, 545 
Glucose, blood, error sources in neonatal blood by 
glucose oxidase methods, including Dextrostix 
658 
Glycogenosis, type IV, light-microscopic, electron- 
microscopic, and enzymatic study, 702 
Glycogen-storage disease, type IV, light-microscopic, 
electronmicroscopic, and enzymatic study, 702 
Gram-negative bacteria, see under Bacteria 
Granuloma(s), amebic, probable Acanthamoeba 
meningoencephalitis in Korean child, 723 
Granulomatosis, lymphomatoid, of lung, with 
history of lymphoepithelial lesions of salivary 
glands and lymphoid interstitial pneumonitis, 
792 


Granulomatous disease, chronic, null types of human 
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erythrocyte blood groups (Philip Levine Award 
Lecture), 467 
Granulosa-cell tumor, see under Tumor(s) 
Group D streptococci, see under Streptococcus(i) 
Gynecomastia 
male breast, ultrastructure, 291 
small-cell carcinoma of male mammary gland 
resembling infiltrating lobular carcinoma, 715 


H 


Haema-Count MK-40, see under Counter(s), cell, 
blood 

Haemophilus, endocarditis caused by in prolapsed 
mitral valve, 922 

Haemophilus parainfluenzae, Haemophilus paraphrophilus 
distinction from, 922 

Haemophilus paraphrophilus endocarditis in 
lapsed mitral valve, 922 

Hairy-cell leukemia, see under Leukemia 

Hamartoma(s), fetal, cytodifferen- 
tiated renal tumors occurring with Wilms’ 
tumors of opposite kidneys, 376 

HB, antigen, see under Antigen(s) 

Heart 


pro- 


mesenchymal, 


endocarditis, Haemophilus paraphrophilus, in pro- 
lapsed mitral valve, 922 

mitral valve prolapse, Haemophilus paraphrophilus 
endocarditis in, 922 

myocardial disease, primary, cell-mediated im- 
munity in (abstract), 457 

myocardial infarction, diagnosis, column chromato- 
graphic method for combined analysis of 
creatine kinase-MB and lactate dehydrogenase 
1,2 isoenzymes, 425 


pancarditis in intestinal lipodystrophy (Whipple’s 


disease), electronmicroscopic demonstration 
of intracardiac bacillary bodies, 22 
Heavy metals, see under Metal(s) 
Hemagglutination-inhibition test for urinary estriol 
(abstract), 463 
Hemangiopericytoma(s), 
sembling, 672 


intranasal tumors re- 


Hemangiosarcoma(s), abdominal wall, following 
irradiation therapy of endometrial carcinoma, 
810 
Hematocrit(s) 
childhood, normal values, 442 
Haema-Count MK-40 system evaluated, 883 
Hemochromatosis, inheritance (letters), 155; 156 
Hemoglobin(s) 
abnormal, mapping by horizontal polyacrylamide 
gel isoelectric focusing, 753 
erythrocytes and, combined reserve system for 
automated hemoglobinometry, 122 
F, isopropanol precipitation test for unstable 
hemoglobins, effect of hemoglobin F level, 
878 
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Haema-Count MK-40 system evaluated, 883 
hemoglobin getnesaa in Canadian family, 449 
hemoglobinyackson, 453 
hemoglobin Q inaia and B-thalassemia in Canadian 
family, 446 
unstable, isopropanol precipitation test for, 
accuracy affected by hemoglobin F levels, KCN, 
and storage, 878 
Hemoglobinometry, 
for, 122 
Hemoglobinopathy(ies) 
hemoglobin getnesaa in Canadian family, 449 
hemoglobin Qinaia and thalassemia in Canadian 
family, 446 
Hemolysis 


automated, reserve system 


effects on serum chemistry values in the presence 
of 0.1 and 1.0% erythrocytes, 639 
glucose determinations in neonatal blood by 
glucose oxidase methods, including Dextrostix, 
error sources, 658 
Hemolytic disease, hereditary, null types of human 
erythrocyte blood groups (Philip Levine Award 
Lecture), 467 
Hemorrhagic disorders, heparin cofactor activity 
minimal in disseminated intravascular coagula- 
tion and cirrhosis, 488 
Hemostasis, tourniquet test in telangiectasia (letters), 
615; 615 
Heparin 
antithrombin activity activated by, depressed in 
plasmas of patients with disseminated intra- 
vascular coagulation and cirrhosis, 488 
cofactor activity, minimal in disseminated intra- 
vascular coagulation and cirrhosis, 488 
therapy, monitoring, activated coagulation time of 
whole blood, progress report, 899 
thrombin time in heparinized plasma (letters), 
612; 613 
Hepatic, see Liver 
Hepatitis 
alcoholic, noncirrhotic chronic, sclerosing hyaline 
necrosis in, 802 
alpha-fetoprotein a prognostic indicator of liver- 
cell necrosis and regeneration following experi- 
mental injury by galactosamine in rats, 847 
B 
antigen, see under Antigen(s) 
antigen card test III, sensitivity and specificity, 
59 
carcinoma of liver association with in California, 
changing incidence (abstract), 462 
fine structure of HB,Ag-bearing hepatocytes 
(abstract), 462 
surface antigen, see under Antigen(s) 
virus, see under Virus(es) 
Hepatobiliary disease, bile acids, immunoreactive 
glycine-conjugated, in, 831 
Hepatocytes, see under Liver 
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Hepatotoxicity, aspirin, ultrastructural changes in, 
570 

Hereditary hemolytic disease, see under Hemolytic 
disease 

Herpesvirus, foreskin, human, cell cultures for isola- 
tion from diagnostic specimens, 65 

Heterogeneity, fibrinogen, in cancer, in occlusive 
vascular disease, and after surgical procedures, 
958 

Hippuryl-L-histidyl-L-leucine, in fluorimetric assay 
for serum angiotensin-converting enzyme, 416 

L-Histidyl-t-leucine, in fluorimetric assay for serum 
angiotensin-converting enzyme, 416 

Histiocyte(s) 

epithelioid, high content in malignant (Lennert’s) 
lymphoma, | 
PAS-positive, pancarditis in intestinal lipodystrophy 

(Whipple’s disease), 22 

Histochemistry, Hodgkin's disease splenic 
976 


Histogenesis, Hodgkin’s disease splenic lesions, 976 


lesions, 


Histology, cervical carcinomas classified, 775 
Histoplasmosis, primary complex in (letter), 928 
Hodgkin's disease 
bone marrow benign lesions associated with (ab- 
stract), 458 
Lennert’s lymphoma with high content of epi- 
thelioid histiocytes, | 
Negroes, American, histologic classification in un- 
treated patients, and age distribution, 537 
Rye classification applied to 143 previously un- 
treated American Negro patients, 537 
splenic lesions, histogenesis, 976 
Homograft(s), renal, human, anti-kidney cytotoxic 
antibodies in, 395 
Hospital isolated 
from clinical specimens, methods for differ- 
entiating compared, 96 


surveillance, Serratia marcescens 


Human foreskin, see under Foreskin 


Hyalin, alcoholic, hyaline necrosis in 
noncirrhotic chronic alcoholic hepatitis, 802 
Hyaline necrosis, see under Necrosis 


Hyalinosis, 


sclerosing 


segmental, focal, and/or sclerosis, 
significance in children who have nephrotic 
syndrome, 545 
Hyperamylasemia, amylase isozyme differentiation 
in patients with, evaluation of usefulness, 576 
Hypercalcemia, Kaposi's sarcoma, primary, of lymph 
nodes, 998 
Hyperplasia 
adrenal medullary, in multiple endocrine neo- 
plasia, type 2, 279 
lymph-node, giant, plasma-cell type, of medi- 
astinum, with peripheral neuropathy, 46 


Idiopathic nephrotic syndrome, see under Nephrotic 
syndrome 
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Immune markers in adult acute leukemia, 111 

Immunity, cell-mediated, in primary myocardial dis- 
ease (abstract), 457 

Immunoassay(s), radial, 
(abstract), 463 

Immunoblastic lymphadenopathy, see under Lympha- 
denopathy 


feces, blood detected in 


Immunodiffusion, coccidioidal latex-agglutination 
test, false-positive reactions of cerebrospinal 
fluid and diluted sera, 916 
Immunofluorescence 
anti-HB,.in hepatic disease, 731 
drug detection in human central nervous system 
(abstract), 458 
glomerulonephritis due to Staphylococcus aureus, 
antigen and immune complex demonstrated in 
(letter), 1027 
substrates for detection of antinuclear antibodies, 
mouse liver sections and cultured mouse fibro- 
blasts compared, 892 
Immunogenetics, null types of human erythrocyte 
blood groups (Philip Levine Award Lecture), 
467 
Immunoglobulin(s), surface, angioimmunoblastic 
lymphadenopathy with dysproteinemia, im- 
munohistologic and ultrastructural studies, 551 
Immunopathology, ABH isoantigens in cervical intra- 
epithelial neoplasia, 767 
Immunoperoxidase technic 
tissues (abstract), 457 


for paraffin-embedded 


Inclusion(s) 
intranuclear 
in lymphocytes in monoclonal gammopathies, 10 
in plasma cells in monoclonal gammopathies, 10 
Infants, 
see also under Pediatrics 
newborn, limulus amebocyte lysate test in, 1012 
Infarction, myocardial, diagnosis, column chromato- 
graphic combined analysis of 
creatine kinase-MB and lactate dehydrogenase 
1,2 isoenzymes, 425 


method for 


Infection(s) 
see also specific pathogens 
Alternaria, cutaneous microabscess formation from, 
565 
bacterial, acute, nitroblue tetrazolium test, leuko- 
cyte, modified in, 905 
disseminated intravascular coagulation, clinically 
unsuspected, autopsy survey, 31 
pulmonary, Allescheria boydii, 1019 
urinary-tract, electrochemical method for detection, 
91 
Infiltrating lobular carcinoma, see under Car- 
cinoma(s), lobular 
Inflammation, postoperative monitoring, acute-phase 
protein quantitation in, 840 
Inflammatory response, acute-phase protein quanti- 
tation postoperatively, 840 


Inheritance, see under Genetics 
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Injury(ies), liver, alpha-fetoprotein a prognostic indi- 
cator of cell necrosis and regeneration following 
experimental injury by galactosamine in rats, 
847 

Instrument(s) 

automated 
clot lysis recording, 124 
Coulter chemistry unit evaluated, 144 
evaluation 
Coulter chemistry unit, 144 
Coulter counter electronic platelet counts, cor- 
rection factor reassessed, 506 
Haema-Count MK-40 blood counting system, 883 
spectrometers, atomic absorption, serum calcium 
measurements with five models 
using NBS-AACC calcium reference method 
and_ isotope-dilution mass spectrometry as 
definitive method, 619 
Intestine(s) 


respect to 


bacteria, transmigration, 
strated, 911 
lipodystrophy (Whipple’s disease), pancarditis in, 
electronmicroscopic demonstration of intra- 
cardiac bacillary bodies, 22 
myiasis, true and pseudo-, in man, 786 
Intraepithelial neoplasia, see under Neoplasia(s) 


postmortem, demon- 


Intranuclear inclusions, see under Inclusion(s); Nu- 
cleus(i) 
Intravascular coagulation, see under Coagulation 
Intravascular thrombi, see under Thrombus (i) 
Intrinsic coagulation mechanism, see under Coagula- 
tion 
lron, deficiency, erythrocyte measurements, routine, 
in diagnosis, 870 
Iron-binding capacity 
latent, College of American Pathologists Com- 
prehensive Chemistry Survey bonus option 
(CAP survey), 244 
total, College of American Pathologists Comprehen- 
sive Chemistry Survey bonus option (CAP 
survey), 244 
unsaturated, College of American Pathologists 
Comprehensive Chemistry Survey bonus op- 
tion (CAP survey), 244 
lron-deficiency anemia, see under Anemia(s) 
Irradiation 
see also Radiation 
wall 


hemangiosarcoma of abdominal 


following 
irradiation therapy of endometrial carcinoma, 
810 
Isoamylase(s). see under Amylase(s) 
lsoantigens 
A, B, and H(QO), in endometrium 
immunocytologic losses, 390 
ABH, in cervical neoplasia, intraepithelial, 767 
Isoelectric focusing 


and _ brain, 


alkaline phosphatase isoenzymes in polyacrylamide 
gels, use of Triton X-100 and improved staining 
technic, 929 
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polyacrylamide gel, in mapping of abnormal hemo- 
globins, 753 
Isoenzyme(s) 
alkaline phosphatase, isoelectric focusing in poly- 
acrylamide gels, use of Triton X-100 and im- 
proved staining technic, 929 
creatine kinase-MB and lactate dehydrogenase 1,2, 
column chromatographic method for combined 
analysis, 425 
lactate dehydrogenase 1,2 and creatine kinase-MB, 
column chromatographic method for combined 
analysis, 425 
Isolations, virus, see under Virus(es) 
Isopropanol precipitation test for unstable hemoglo- 
bins, accuracy affected by hemoglobin F levels, 
KCN, and storage, 878 
Isotope-dilution mass spectrometry, see under Spec- 
trometry, mass 
Isozyme(s), amylase, differentiation in patients with 
hyperamylasemia, evaluation of usefulness, 576 


J 


Jejunoileal bypass, see under Bypass 


K 


Kaposi's sarcoma, see under Sarcoma(s) 
Keflex, see Cephalexin monohydrate 
Kidney(s) 
allografts 
anti-kidney cytotoxic antibodies in, 395 
rejection, acute, cytocentrifuge in diagnosis (ab- 
stract), 463 
glomerular sclerosis, focal, significance in children 
who have nephrotic syndrome, 545 
glomerulonephritis 
poststreptococcal acute, sickle-cell disease and, 
light, electron, and immunofluorescence micro- 
scopic findings, 986 
Staphylococcus aureus, antigen and immune com- 
plex demonstrated in (letter), 1027 
tumors, differentiated, occurring with Wilms’ tu- 
mors of opposite kidneys, 376 
Kit(s) 
chemistry, clinical, in College of American Patho- 
logists Survey (CAP survey), 223 


» 646 


digoxin, three years’ experience in interlaboratory 
testing (CAP survey), 234 

serum folates, radioisotope methods, microbiologic 
assay compared with, 746 

(T3), 

tions with three separation procedures (ab- 

stract), 464 


triiodothyronine radioimmunoassay _limita- 


Laboratory(ies) 
clinical 


management, worksheet summary system for, 132 
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surveys, enzyme analyses, preliminary studies 
(CAP survey), 206 
diagnosis, see under Diagnosis 
diagnostic, foreskin, human, in cell cultures for 
virus isolations, 65 
interlaboratory comparisons, enzyme analyses, 
preliminary studies (CAP survey), 206 
intralaboratory comparisons, enzyme analyses, pre- 
liminary studies (CAP survey), 206 
management, worksheet summary system for, 132 
proficiency testing, interlaboratory, standards for 
(CAP survey), 276 
records, worksheet summary system for clinical 
laboratory management, 132 
Lactate dehydrogenase, | ,2, column chromatographic 
analysis method combined with analysis of 
creatine kinase— MB, 425 
Laser nephelometry, manual, to quantitate serum pro- 
teins (abstract), 464 
Latent iron-binding capacity, see under Iron-binding 
capacity 
Latex test, systemic lupus erythematosus, 743 
Latex-particle agglutination test, coccidioidal, false- 
positive reactions of cerebrospinal fluid and 
diluted sera, 916 
LDH, see Lactate dehydrogenase 
LE, see Lupus erythematosus 
Lennert’s lymphoma, see under Lymphoma(s) 
Leukemia 
acute, adult, immune markers in, 111 
hairy-cell, study of hairy cells, emphasizing en- 
zymatic markers, 432 
Leukemic reticuloendotheliosis, see under Reticulo- 
endotheliosis 
Leukocyte(s) 
antibodies, transfusion reaction with pulmonary in- 
filtration associated with HL-A-specific, 483 
counts, Haema-Count MK-40 system evaluated, 883 
nitroblue tetrazolium test, modified in acute bac- 
terial infection, 905 
polymorphonuclear, 


nitroblue tetrazolium 


modified in acute bacterial infection, 905 


test, 


Limulus amebocyte lysate test in neonates, 1012 

Lipid(s), total, serum, variations in healthy young men, 
differentiating analytic error from biologic vari- 
ability, 935 


Lipodystrophy, intestinal (Whipple’s disease), pan- 
carditis in, electronmicroscopic demonstration 
of intracardiac bacillary bodies, 22 


Liver 
see also Cirrhosis; Hepatitis 
alpha-fetoprotein 
necrosis and 


a prognostic indicator of cell 
regeneration following experi- 
mental injury by galactosamine in rats, 847 
aspirin hepatotoxicity, ultrastructural changes in, 

570 
bile duct, nonfunctioning 


argyrophilic tumor 
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(APUDoma), methods to 
amines in tissue, 40 


detect biogenic 
carcinoma, hepatitis B association with in California, 
changing incidence (abstract), 462 
disease 
anti-HB,, immunohistochemical 
study of blood and hepatic tissue, 731 


significance, 


bile acids, immunoreactive glycine-conjugated, in 
health and hepatobiliary disease, 831 
central pericellular fibrosis in morbid obesity and 
after jejunoileal bypass, 684 
fibrosis, central pericellular in morbid obesity and 
after jejunoileal bypass, 684 
function test, bile acids, immunoreactive glycine- 
conjugated, in health and hepatobiliary disease, 
831 
hepatocytes, HB, Ag-bearing, fine structure (ab- 
stract), 462 
injury, alpha-fetoprotein a prognostic indicator of 
cell necrosis and regeneration following experi- 
mental injury by galactosamine in rats, 847 
sclerosing hyaline necrosis in noncirrhotic chronic 
alcoholic hepatitis, 802 
tissue, hepatitis B surface antigen detected in speci- 
mens from serologically HB, Ag-negative pa- 
tients by immunohistochemical method (ab- 
stract), 461 
ultrastructure, aspirin hepatotoxicity alterations of, 
570 
Lobular carcinoma, see under Carcinoma(s) 
Logit—log transformation, quality control program for 
radioimmunoassay laboratory, 854 
Lung(s) 
biopsies, transbronchial (abstract), 460 
farmer’s, histopathology (abstract), 460 
infection with Allescheria boydii, 1019 
lymphoma, with history of lymphoepithelial lesions 
of salivary glands and lymphoid interstitial 
pneumonitis, 792 
Lupus erythematosus 
cell preparation, antinuclear factor test result in- 
congruity with, 495 
pseudo-LE cell, antinuclear factor test result incon- 
gruity with lupus erythematosus cell prepara- 
tion, 495 
systemic 
antinuclear factor test result incongruity with 
lupus erythematosus cell preparation, 495 
latex test, 743 
nucleoprotein-coated latex particles in serologic 
diagnosis, 743 
Lymph nodes 
angioimmunoblastic lymphadenopathy with dys- 
proteinemia, immunohistologic and ultrastruc- 
tural studies, 551 
hyperplasia, giant, plasma-cell type, of mediasti- 
num, with peripheral neuropathy, 46 
Kaposi’s sarcoma, primary, 998 
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Lymphadenopathy 
angioimmunoblastic, with dysproteinemia, immuno- 
histologic and ultrastructural studies, 551 
immunoblastic, malignant (Lennert’s) lymphoma 
with high content of epithelioid histiocytes, | 
Lymphocyte(s) 
culture, hairy cells studied, emphasizing surface 
markers, 432 
intranuclear inclusions in 
pathies, 10 


monoclonal gammo- 
Lymphoepithelial lesions of salivary glands, lympho- 
matoid granulomatosis of lung with, 792 
Lymphoid interstitial pneumonitis, see under Pneu- 
monitis 
Lymphoma(s) 
bone marrow histology, aspiration versus biopsy 
(letters), 617; 618 
Lennert’s, with high content of epithelioid histio- 
cytes, | 
malignant, Lennert’s, with high content of epithe- 
lioid histiocytes, | 
pulmonary, with history of lymphoepithelial lesions 
of salivary glands and lymphoid interstitial 
pneumonitis, 792 
Lymphomatoid granulomatosis, see under Granu- 
lomatosis 
Lysis, clot, automatic recording of, instrument for, 
124 
Lysozyme, streptococci, group D, immunofluorescent 
and precipitin reactivity responses to, 73 


M 


Malaria, resistance to, null types of human erythro- 
cyte blood groups (Philip Levine Award Lec- 
ture), 467 

Male mammary gland, see under Breast, mammary 
gland 

Malignant lymphoma, see under Lymphoma(s) 

Mammary, see Breast 

Mammary gland, see under Breast 

Marker(s), 

cell surface, hairy cells, 432 
immune, in adult acute leukemia, 111 

Marrow, see under Bone(s) 

Mean values of duplicate specimens in College of 
American Pathologists chemistry survey pro- 
gram compared (CAP survey), 184 

Mediastinum, lymph-node hyperplasia, giant, 46 

Medullary thyroid carcinoma, see under Carcinoma(s), 
thyroid 

Megaloblastic anemia, see under Anemia(s) 

Melanoma(s), ovarian, probable origin related to com- 
pound nevus in benign cystic teratoma, 54 

Meningoencephalitis 

amebic, probable Acanthamoeba, in Korean child, 
723 


probable Acanthamoeba, in Korean child, 723 
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Mesenchymal hamartoma, see under Hamartoma(s) 
Mesenteric adenitis, see under Adenitis 
Mesoblastic nephroma, see under Nephroma(s) 
Metal(s), heavy, effects on human platelet function 
and ultrastructure (abstract), 459 
Microbioassay(s), folates, serum, compared with radio- 
isotope kit methods, 746 
Microbiologic assay, see also under Assay(s) 
Microbiology 
see also Bacteriology 
proficiency testing 
regional quality control program, administrative 
aspects, 401 
regional quality control program, simulated clini- 
cal specimens, advantages, 407 
records, computer system (abstract), 465 
Microscopy 
electron 
see also Ultrastructure 
bacillary bodies, intracardiac, in intestinal lipo- 
dystrophy (Whipple’s disease), 22 
breast, normal and abnormal, 291 
scanning, angioimmunoblastic lymphadenopathy 
with dysproteinemia, 551 
scanning, erythrocyte processing for, 760 
Minimal-lesion nephrotic syndrome, see under 
Nephrotic syndrome 
Mitral valve prolapse, Haemophilus paraphrophilus 
endocarditis in, 922 
Mixed-cell agglutination reaction, isoantigens A, B, 
and H(O), immunocytologic losses from endo- 
metrium and brain demonstrated by, 390 
Monitoring 
heparin therapy, activated coagulation time of whole 
blood, progress report, 899 
postoperative, of inflammation, acute-phase protein 
quantitation in, 840 
Monoclonal gammopathies, under Gammo- 
pathy(ies) 
Carlo statistical 
procedures designed to detect outliers resulting 


see 


Monte simulations, evaluation of 
from light contamination in random samples of 
moderate size (CAP survey), 167 

Morbid obesity, see under Obesity 


Morphology, bone marrow, aspiration versus biopsy 
(letters), 617; 618 
Mouse neutralization test, botulinal toxin, method for 


removing interfering substances from clinical 
specimens, 737 

Multiple endocrine neoplasia, see under Neoplasia, 
endocrine 

Multiplier(s), transfer-of-technology, calcium meas- 
urements with respect to five models of atomic 
absorption spectrometers, 619 

Mumps, amylase isozyme differentiation, evaluation 
of usefulness, 576 

Myasthenia gravis, botulism misdiagnosed as, pyrido- 
stigmine treatment of patient resulting in, 737 
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Mycobacteria, College of American 
Surveys, 1973 (CAP survey), 255 

Myelitis, subacute myelo-optico-neuropathy following 
pneumonitis, serologic confirmation 34 years 
after death, 531 

Myelo-optico-neuropathy, subacute, following pneu- 
monitis, serologic confirmation 3 years after 
death, 531 

Myelophthisis, oxalosis unusual cause in childhood, 
991 

Myiasis, enteric, pseudomyiasis and true intestinal 
myiasis in man, 786 

Myocardial, see under Heart 

Myocarditis in intestinal lipodystrophy (Whipple's 


Pathologists 


disease), electronmicroscopic demonstration of 


intracardiac bacillary bodies, 22 
Myxoid spindle-cell variant, see under Rhabdomyo- 
sarcoma(s) 


N 


a-Naphthyl acetate, reduction of health risks in prep- 
aration of nonspecific esterase stain (letter), 
766 
Nasal cavity, hemangiopericytoma-like tumors, 672 
NBT, see Nitroblue tetrazolium 
Necropsy(ies) 
see also Autopsy(ies) 
disseminated intravascular coagulation, clinically 
unsuspected, survey, 31 
Necrosis, hyaline, sclerosing, in noncirrhotic chronic 
alcoholic hepatitis, 802 
Negroes, American, Hodgkin’s disease in, histologic 
classification and age distribution, 537 
Neisseria. gonorrhoeae, antibiotic susceptibility, tri- 
methoprim-—sulfamethoxazole, regression-line 
analysis, 605 
Neonate(s) 
see also Infant(s); Newborn(s) 
exchange transfusions using frozen-stored erythro- 
cytes resuspended in plasma, 117 
Neoplasia(s) 
endocrine, multiple 
type 2, adrenal medullary disease in, 279 
type 3, ganglioneuromatosis of alimentary tract in 
(abstract), 461 
intraepithelial, cervical, ABH isoantigens in, 767 
Nephelometric erythrocyte quantitation, see under 
Erythrocyte(s), quantitation 
Nephelometry, laser, manual, to quantitate serum pro- 
teins (abstract), 464 
Nephritis 
radiation, cytodifferentiated renal tumor occurring 
with Wilms’ tumor of opposite kidney, 376 
sickle-cell and _ poststreptococcal acute 
glomerulonephritis, light, electron, and im- 
munofluorescence microscopic findings, 986 


disease 
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Nephroma(s), mesoblastic, congenital, cytodifferenti- 
ated renal tumors occurring with Wilms’ tumors 
of the opposite kidneys, 376 
Nephrotic syndrome 
idiopathic, of childhood, significance of 
glomerular sclerosis in, 545 
minimal-lesion, significance of focal glomerular 
sclerosis in children who have, 545 
Neuropathy, peripheral, giant lymph-node hyper- 
plasia, plasma-cell type, with, 46 
Neutralization test, mouse, botulinal toxin, method for 
removing interfering substances from clinical 
specimens, 737 


focal 


Nevus(i), compound, in benign cystic teratoma of 
ovary, 54 
Newborn(s) 
see also Infant(s); Neonate(s) 
freeze-preserved erythrocytes in exchange trans- 
fusions, 117 
Nitroblue tetrazolium test, leukocyte, modified in 
acute bacterial infection, 905 
Node(s), lymph, see under Lymph 
Nonspecific esterase stain, see under Stain(s), esterase 
Normal values, SI units and 1.U., serum acid phos- 
phatase conversion factors (letters), 610; 610 
Nose, nasal cavity, hemangiopericytoma-like tumors, 
672 
Nucleus(i), inclusions, intranuclear, in plasma cells 
and lymphocytes of patients with monoclonal 
gammopathies, 10 
Null types of human erythrocyte blood groups (Philip 
Levine Award Lecture), 467 


Oo 


Obesity, morbid, hepatic lesions of central pericellular 
fibrosis in, before and after jejunoileal bypass, 
684 

Organism(s), preservation of fastidious in stock cul- 
tures, 927 

Orthovoltage, hemangiosarcoma of abdominal wall 
following irradiation therapy of endometrial 
carcinoma, 810 

Osteoid, osteomalacia, histologic diagnosis (letter), 
1025 

Osteomalacia, histologic diagnosis (letter), 1025 

Outliers, resulting from light contamination in random 
samples of moderate size, evaluation of statisti- 
cal procedures designed to detect (CAP survey), 
167 

Ovary(ies) 

amylase isozyme differentiation in neoplasias, 576 


melanoma, probable origin related to compound 
nevus in benign cystic teratoma, 54 
teratoma, benign cystic, compound nevus in, 54 
Oxalosis, unusual cause of myelophthisis in child- 
hood, 991 
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P 


Pancarditis in intestinal lipodystrophy (Whipple’s 
disease), electronmicroscopic demonstration of 
intracardiac bacillary bodies, 22 

Pancreas 

amylase isozyme differentiation in pancreatitis, 576 
cystic fibrosis, adrenal cortex in, 710 

Pancreatitis, amylase isozyme differentiation in, 576 

Papillary cystadenocarcinoma, see under Cystadeno- 
carcinoma(s) 

Paraffin-embedded tissues, immunoperoxidase tech- 
nic for (abstract), 457 

Pararosaniline, reduction of health risks in prepara- 
tion of nonspecific esterase stain (letter), 766 

Parasite(s) 

myiasis, true and pseudo-, in man, 786 
Spirometra, sparganosis in United States, 560 

Parathormone, in Kaposi’s sarcoma of lymph nodes, 

primary, 998 

maturation 

children, 692 

Partial thromboplastin time, see under Thrombo- 
plastin time 


Partial series, rhabdomyosarcoma in 


PAS-positive histiocytes, see under Histiocyte(s) 
Pathology, rhabdomyosarcoma in children, 692 
Pediatrics 
hematocrits, normal, in preadolescent children, 442 
infants, sudden-infant-death syndrome, brain-stem 
and adrenal abnormalities in, 526 
nephrotic syndrome, significance of focal glomer- 
ular sclerosis in, 545 
rhabdomyosarcoma, clinicopathologic study, 692 
Penicillin, streptococci, group D, immunofluorescent 
and precipitin reactivity responses to, 73 
Peptide(s), hemoglobinjackson, 453 
Performance evaluation, interlaboratory survey of en- 
zyme analyses in College of American Patholo- 
gists Survey Program, preliminary studies (CAP 
survey), 206 
Pericarditis in intestinal lipodystrophy (Whipple's 
disease), electronmicroscopic demonstration of 
intracardiac bacillary bodies, 22 
Peripheral neuropathy, see under Neuropathy 
Pernicious anemia, see under Anemia(s) 
Phagocytosis, hairy cells, 432 
Phenylphosphate, prostatic acid phosphatase deter- 
mination in assessment of vaginal fluid of 
alleged rape victims, 944 
Pheochromocytoma(s), adrenal medullary disease in 
multiple endocrine neoplasia, type 2, 279 
Phosphatase(s) 
acid 
bone marrow, diagnostic use in detecting osseous 
metastases, 667 
prostatic, quantitative assessment in vaginal fluid 
of alleged rape victims, 944 
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serum, normal values and conversion factors to 
I.U. and SI units (letters), 610: 610 
alkaline 
bone marrow, diagnostic use in detecting osseous 
metastases, 667 
isoenzymes, isoelectric focusing in polyacryla- 
mide gels, use of Triton X-100 and improved 
staining technic, 929 
o-Phthaldialdehyde, in fluorimetric assay for serum 
angiotensin-converting enzyme, 416 
Plasma 
cells, intranuclear inclusions in monoclonal gammo- 
pathies, 10 
corticoids, determination of aldo- 
corticosterone, 1 1-deoxycorticoste- 
rone, 18-hydroxydeoxycorticosterone, cortisol, 


simultaneous 
sterone, 


and 11-deoxycortisol, methods and applica- 
tions, 588 
Platelet(s) 
cardiopulmonary bypass effects on (abstract), 459 
counts, electronic with Coulter counter, reassess- 
ment of a correction factor, 506 
factor 3 assay, anti-platelet antibody determination 
by, 475 
heavy metal effects on function and ultrastructure 
(abstract), 459 
lysis test, anti-platelet antibody determination by 
platelet factor 3 assay correlated with, 475 
thrombosthenin sites of activity in (abstract), 460 
Plexiform tumor, see under Tumor(s) 
Pneumonia, pneumococcal, fatality while on cepha- 
lexin monohydrate due 
than MIC (abstract), 465 
Pneumonitis 
Allescheria boydii causing, 1019 
farmer’s lung, histopathology (abstract), 460 
lymphoid interstitial, lymphoid granulomatosis of 
lung with, 792 
subacute 


to blood levels less 


myelo-optico-neuropathy following, 
serologic confirmation 3% years after death, 
531 
Polyacrylamide gel(s) 
see alsc under Gel(s) 
isoelectric focusing, mapping of abnormal hemo- 
globins by, 753 
Polymorphonuclear leukocytes, see under Leuko- 
cyte(s) 
Postmortem bacteriology, transmigration, bacterial, 
demonstration in vitro of postmortem, 911 
Postmortem serology, subacute 
neuropathy confirmed by 
death, 531 
Postoperative monitoring, see under Monitoring 
Poststreptococcal glomerulonephritis, see under 
Glomerulonephritis 
Posture, prior to venipuncture, resulting in variations 
of cholesterol and total lipid concentrations in 


myelo-optico- 
3% years after 


sera of healthy young men, 935 
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Potassium cyanide, isopropanol precipitation test 
for unstable hemoglobins, KCN effect on, 878 
Precipitin 
reactivity, group D streptococci, lysozyme and 
penicillin effects on, 73 
test, coccidioidal latex-agglutination test, false- 
positive reactions of cerebrospinal fluid and 
diluted sera, 916 
Precision 
clinical chemistry, analyte and analyte concentra- 
tion effect on (CAP survey), 193 
regional quality control programs, role in practice 
of laboratory medicine in United States 
(CAP survey), 268 
Preservation, organisms, fastidious, in stock cultures, 
927 
Primary carcinoma, see under Car- 
cinoma(s), mammary 
Proficiency 


mammary 


evaluation, enzyme analyses, interlaboratory 
survey, preliminary studies (CAP survey), 206 


testing 


blood bank survey program, comprehensive, of 


College of American Pathologists, 1974 (CAP 
survey), 248 
digoxin kits, three years’ experience in inter- 
laboratory testing (CAP survey), 234 
interlaboratory, standards for (CAP survey), 276 
microbiology, regional quality control program, 
administrative aspects, 401 
microbiology, regional quality control pro- 
gram, simulated clinical specimens, advantages, 
407 
Prostaglandin(s), in Kaposi's sarcoma of ly mph nodes, 
primary, 998 
Prostate, adenocarcinoma, bone marrow acid and 
alkaline phosphatase in detection of osseous 
metastases, 667 
Prostatic acid phosphatase, see under Phosphatase(s), 
acid 
Protein(s) 
see also Fetoprotein(s) 
acute-phase, quantitation postoperatively in moni- 
toring complications, 840 
C-reactive, quantitation of acute-phase proteins 
postoperatively in monitoring complications, 
840 
serum, laser nephelometry, manual, to quantitate 
(abstract), 464 


Pseudo-LE cell, see under Lupus erythematosus 


Pseudomonas aeruginosa, quantitative study of multi- 


vented and 
culture bottles, 80 

PTT, see Thromboplastin time, partial 

Pulmonary, see Lung(s) 


plication in unvented blood- 


Pulmonary edema, see under Edema 
Pyridostigmine treatment of patient complicating 
laboratory diagnosis of botulism, method for 
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selectively removing interfering substances 
from clinical specimens, 737 


Q 


Quality control 
microbiology 
regional program, administrative aspects, 401 
regional program, simulated clinical specimens, 
advantages, 407 
radioimmunoassay laboratory, 854 
regional, role in practice of laboratory medicine 
in United States (CAP survey), 268 
specimen evaporation effects on, 645 
Quantitative prostatic acid phosphatase determina- 
tion in vaginal fluid of alleged rape victims, 
944 


R 


Radial immunoassay, see under Immunoassay(s) 
Radiation 
see also Irradiation; Orthovoltage 
nephritis, cytodifferentiated renal tumor occurring 
with Wilms’ tumor of opposite kidney, 376 
rhabdomyosarcoma in children, 692 
treatment, primary mammary carcinoma, results 
(letters), 152; 154 
Radioassay(s), serum folates, compared with micro- 
biologic assay, 746 
Radioimmunoassay(s) 
aminoglycoside antibiotics, 
(abstract), 465 
bile acids, immunoreactive glycine-conjugated, 831 
corticoids, plasma, simultaneous determination of 
aldosterone, 


radioiodination of 


corticosterone, 1 1-deoxycorti- 


costerone, 18-hydroxydeoxycorticosterone, 

cortisol, and 1 1-deoxycortisol, 588 

digoxin kits, three years’ experience in interlabora- 
tory testing (CAP survey), 234 

quality control program for laboratories, 854 

triiodothyronine (T3) kits, limitations with three 
separation procedures (abstract), 464 

Radioisotopic assay, see under Assay(s) 

Rape(s), alleged, prostatic acid phosphatase in assess- 
ment of vaginal fluid of victims, 944 

Receptor(s), complement, angioimmunoblastic 
lymphadenopathy with dysproteinemia, im- 
munohistologic and ultrastructural studies, 551 

Records 

laboratory, worksheet summary system for clinical 
laboratory management, 132 
microbiology, computer system (abstract), 465 

Red blood cells, see Erythrocyte(s) 

Reference method, calcium, NBS-AACC, in com- 
parison of serum calcium measurements with 
five models of atomic absorption spectrom- 
eters, 619 
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Regeneration, liver, alpha-fetoprotein a prognostic 
indicator following experimental injury by 
galactosamine in rats, 847 

Regression, weighted, quality control program for 
radioimmunoassay laboratory, 854 

Regression-line analysis, trimethoprim—sulfamethox- 
azole activity against Neisseria gonorrhoeae, 605 

Renal, see Kidney 

Reserve system for automated hemoglobinometry, 
122 

Resident(s), videotape examination and review of 
performance (abstract), 466 

Reticulocyte(s), definition (CAP survey), 262 

Reticuloendotheliosis, leukemic, hairy cells studied, 
emphasizing enzymatic markers, 432 

Rhabdomyoblast(s), moderately well-differentiated, 
in children, 692 

Rhabdomyosarcoma(s) 

alveolar, in children, 692 

in children, clinicopathologic study, 692 
myxoid spindle-cell variant, in children, 692 
partial maturation series, 692 

Rheumatic fever, aspirin hepatotoxicity, ultra- 
structural changes in, 570 

RIA, see Radioimmunoassay(s) 

Rounding of measurements, statistical implications 
of in College of American Pathologists Survey 
(CAP survey), 162 

Rye classification, Hodgkin’s disease, applied to 143 
previously untreated American Negro pa- 
tients, 537 


Salicylate(s), aspirin hepatotoxicity ultrastructural 
changes in, 570 
Salivary glands, see under Gland(s) 
Salmonella, agglutination with O antisera after ex- 
posure to antibiotics, 1004 
Salt balance, cystic fibrosis of pancreas, 710 
Sarcoidosis, serum angiotensin-converting enzyme in, 
fluorimetric assay for, 416 
Sarcoma(s) 
hemangiosarcoma of abdominal wall, radiation- 
induced, 810 
Kaposi's, primary, of lymph nodes, 998 


Scanning electron microscopy, see under Microscopy, 
electron 


Sclerosing hyaline necrosis, see under Necrosis, 
hyaline 

Sclerosis, glomerular, focal, significance in children 
who have nephrotic syndrome, 545 

Screening, 


barbiturates, ultraviolet 


spectrophotometric analysis, 823 


emergency, 


Segmental hyalinosis, see under Hyalinosis 


Semen, prostatic acid phosphatase in assessment of 


vaginal fluid of alleged rape victims, 944 
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Septicemia 
disseminated intravascular coagulation, clinically 
unsuspected, autopsy survey, 31 
neonatal, limulus amebocyte lysate tests in, 1012 
Serology, postmortem, subacute myelo-optico- 
neuropathy confirmed by 3% 
death, 531 


years after 


Serotyping, Serratia marcescens isolated from clinical 
specimens, methods for differentiating com- 
pared, 96 P 


Serratia marcescens isolated from clinical specimens, 


methods for differentiating compared, 96 
Sertoli-cell tumor, see under Tumor(s) 
Serum(a) 
see also specific components and determinations 
acid phosphatase, see under Phosphatase(s), acid 
albumin (CAP survey), 238 
angiotensin-converting enzyme, fluorimetric assay 
for, 416 
calcium, ionic, measurement in general hospital 
population evaluated, 634 
chemistry 
changes in values as result of prolonged con- 
tact with the clot, 598 
hemolysis and 0.1 
effects on, 639 
cholesterol, 


and 1.0% erythrocytes 


variations in healthy young men, 
differentiating analytic error from biologic 
variability, 935 
coccidioidal latex-agglutination test, false-positive 
reactions with diluted sera, 916 
evaporation effects on quality control, 645 
folates, microbiologic assay and radioisotope kit 
methods compared, 746 
iron-binding capacity, College of American Patholo- 
gists Comprehensive Chemistry Survey bonus 
option (CAP survey), 244 
lipids, total, variations in healthy young men, 
differentiating analytic error from biologic 
variability, 935 
matrix, calcium measurements with respect to 
five models of atomic absorption spectroin- 
eters, 619 
proteins, laser nephelometry, manual, to quantitate 
(abstract), 464 
separator tube as intermediate storage device 
within laboratory, 653 
storage 
separator tube as intermediate storage device 
within laboratory, 653 
short-term, serum separator tube as intermediate 
storage device within laboratory, 653 
Sex-cord tumors, ovarian, uterine tumors resembling, 
512 
Sheppard’s corrections, statistical implications of 
rounding in College of American Pathologists 
Survey (CAP survey), 162 


1048 


Short-term storage of serum, see under Serum(a), 
storage 
SI units, serum acid phosphatase, normal values 
and conversion factors to I.U. and SI units 
(letters), 610; 610 
Sickle-cell disease and poststreptococcal acute 
glomerulonephritis, light, electron, and im- 
munofluorescence microscopic findings, 986 
SIDS, see Sudden-infant-death syndrome 
Silicious earth, activation with, activated coagulation 
time of whole blood, 899 
Simulated specimens, see under Specimen(s) 
Sjogren’s syndrome, lymphomatoid granulomatosis 
of lung associated with history of lympho- 
epithelial lesions of salivary glands and 
lymphoid interstitial pneumonitis, 792 
SLE, see Lupus erythematosus, systemic 
Small-cell carcinoma, see under Carcinoma(s) 
SMON, see Myelo-optico-neuropathy, subacute 
Sparganosis, case in United States, 560 
Specimen(s) 
blind 
simulated clinical, microbiology regional 
quality control program, administrative as- 
pects, 401 
simulated clinical, microbiology regional quality 
control program, advantages, 407 
evaporation, effects on quality control, 645 
serum separator tube as intermediate storage de- 
vice within laboratory, 653 
simulated clinical 
microbiology regional quality control program, 
administrative aspects, 401 
microbiology regional quality control program, 
advantages, 407 
survey, design of, interlaboratory survey of enzyme 
analyses, preliminary studies (CAP survey), 206 
tissue 
paraffin-embedded, immunoperoxidase technic 
for (abstract), 457 
vitamin B,». radioisotopic assay, 863 
Spectrometer(s), atomic absorption, calcium, serum, 
measurements with respect to five models using 
NBS-AACC method and 
isotope-dilution mass spectrometry as defini- 
tive method, 619 


calcium reference 


Spectrometry, mass, definitive 


method in comparison of serum calcium meas- 


isotope-dilution, 


urements with five models of atomic absorp- 
tion spectrometers, 619 

Spectrophotometric 
biturates, 823 


analysis, ultraviolet, of bar- 

Spermatozoa, prostatic acid phosphatase determina- 
tion and, compared in assessment of vaginal 
fluid of alleged rape victims, 944 

Spirometra, sparganosis, case in United States, 560 

Spleen, Hodgkin’s disease lesions, histogenesis, 976 

Sputum, asbestos workers, cytopathology, 815 

Squamous carcinoma, see under Carcinoma(s) 
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Stain(s) 
Congo red, amyloid “natural” green birefringence 
(letters), 1028; 1029 
esterase, nonspecific, reduction of health risks in 
preparation (letter), 766 
isoelectric focusing of alkaline phosphatase iso- 
enzymes in polyacrylamide gels, 929 
Standards, College of American Pathologists, for 
interlaboratory (proficiency) testing (CAP 
survey), 276 
Staphylococcus(i), glomerulonephritis caused by, 
antigen and immune complex demonstrated in 
(letter), 1027 
Statistics 
outliers resulting from light contamination in 
random samples of moderate size, evaluation of 
statistical procedures 
(CAP survey), 167 
rounding in College of American Pathologists 
Survey (CAP survey), 162 
Steroid(s), simultaneous determination of plasma 
corticoids, 588 
Stock cultures, see under Culture(s) 
Stool, see Feces 
Storage, serum, see under Serum(a) 
Streptococcus(i) 
group D 
lysozyme effects on immunofluorescent and pre- 
cipitin reactivity, 73 


designed to detect 


penicillin effects on immunofluorescent and 

precipitin reactivity, 73 

Stromal tumors, see under Tumor(s) 

Subacute myelo-optico-neuropathy following 
pneumonitis, serologic confirmation 342 years 
after death, 531 

Substrate(s), antinuclear antibody detection, mouse 
liver sections and cultured mouse fibroblasts 
compared, 892 

Sudden-infant-death syndrome, 
adrenal abnormalities in, 526 

Summary, worksheet, system for clinical laboratory 
management, 132 

Surface immunoglobulin, 
globulin(s) 

Surgery, rhabdomyosarcoma in children, 692 

Surveillance, Serratia marcescens isolated from clinical 


brain-stem and 


see under Immuno- 


specimens, methods for differentiating com- 
pared, 96 
Survey(s) 
chemistry, College of American Pathologists, 
comparison of participant mean values of 
duplicate specimens (CAP survey), 184 
College of American Pathologists, reticulocyte 
definition (CAP survey), 262 
enzyme analyses, preliminary studies (CAP survey), 
206 
Syphilitic glomerulonephritis, see under Glomeru- 
lonephritis 
Systemic lupus erythematosus, see under Lupus 
erythematosus 
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T 
T3, see Triiodothyronine 
Tapeworm(s), sparganosis, case in United States, 560 
Telangiectasia, tourniquet test in (letters), 615; 615 
Teratoma(s) 
cystic, benign, of ovary, compound nevus in, 54 
ovarian, cystic, benign, compound nevus in, 54 
Test(s) 
antibiotic susceptibility, Neisseria gonorrhoeae to 
trimethoprim-sulfamethoxazole 
ampicillin, 605 


and to 

antinuclear factor, incongruity of results with 
lupus erythematosus cell preparation, 495 

average-difference, calcium measurements with 
respect to five models of atomic absorption 
spectrometers, 619 

charcoal-particle, modification as hepatitis B anti- 
gen card test III, sensitivity and specificity, 59 

disk diffusion, antibiotic susceptibility, Neisseria 
gonorrhoeae to trimethoprim—sulfamethoxazole 
and to ampicillin, 605 

false-positive results, latex test for systemic lupus 
erythematosus, 743 

hemagglutination-inhibition for 
(abstract), 463 

hepatitis B antigen card test III, sensitivity and 
specificity, 59 


urinary estriol 


immunofluorescent, group D streptococci, reac- 
tivity ennanced by penicillin or lysozyme, 73 

isopropanol precipitation for unstable hemo- 
globins, accuracy affected by hemoglobin F 
levels, KCN, and storage, 878 

latex, systemic lupus erythematosus, 743 

latex-agglutination, coccidioidal, false-positive 
reactions of cerebrospinal fluid and diluted 
sera, 916 

limulus amebocyte lysate in neonates, 1012 

liver function, bile acids, immunoreactive glycine- 
conjugated, in health 
disease, 831 


and hepatobiliary 

lupus erythematosus, systemic, latex particles, 
nucleoprotein-coated, in serologic diagnosis, 
743 

neutralization, mouse, botulinal toxin, method for 
removing interfering substances from clinical 
specimens, 737 


nitroblue modified in 


leukocyte, 
acute bacterial infection, 905 

platelet lysis, *'Cr, anti-platelet antibody determina- 
tion by platelet factor 3 assay correlated with, 
475 


precipitin 


tetrazolium, 


coccidioidal latex-agglutination test, false-posi- 
tive reactions of cerebrospinal fluid and diluted 
sera, 916 

group D streptococci, reactivity enhanced by 
lysozyme, 73 


serum chemistry, changes in values as result of pro- 
longed contact with the clot, 598 
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t, calcium measurements with respect to five models 
of atomic absorption spectrometers, 619 
tourniquet (cuff), telangiectasia (letters), 615; 615 


Thalassemia 


B-, hemoglobin Qinaia and, in Canadian family, 
446 

minor, erythrocyte measurements, routine, in 
diagnosis, 870 


Thrombin time, heparinized plasma (letters), 612; 


613 


Thromboembolic disease, activated coagulation time 


of whole blood, progress report, 899 


Thrombolysis, automated instrument for recording 


clot lysis, 124 


Thromboplastin time, partial, activated, effect of 


increased contact activation time, 479 
human 
activity (abstract), 460 


platelets, sites of 


Thrombus(i) 


fibrin, clinically unsuspected disseminated intra- 
vascular coagulation, autopsy survey, 31 
intravascular, clinically unsuspected disseminated 
intravascular coagulation, autopsy survey, 31 
monophosphate, prostatic acid 
phosphatase determination in assessment of 
vaginal fluid of alleged rape victims, 944 


Thyroid, medullary carcinoma, adrenal medullary 


disease.in multiple endocrine neoplasia, type 2, 
279 


TIBC, see lron-binding capacity, total 
Tissue specimens, see under Specimen(s) 


Total iron-binding capacity, see under Iron-binding 


capacity 


Total lipids, see under Lipid(s) 
Tourniquet(s) 


application, duration resulting in variations of 
cholesterol and total lipid concentrations in sera 
of healthy young men, 935 

test, telangiectasia (letters), 615; 615 


Toxicity 


aspirin hepatotoxicity, ultrastructural changes in, 
570 

esterase stain, nonspecific, reduction of health 
risks in preparation (letter), 766 


Toxicology, barbiturates, ultraviolet spectrophoto- 


metric analysis, 823 


Toxin(s), botulinal, method for selectively removing 


interfering substances from clinical specimens, 
737 


Transfer-of-technology multiplier, calcctum measure- 


ments with respect to five models of atomic 
absorption spectrometers, 619 


Transfusion(s) 


see also Blood bank(s) 

anti-platelet antibody determination by platelet 
factor 3 assay, 475 

exchange, neonatal, using frozen-stored erythro- 
cytes resuspended in plasma, 117 
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reaction, with pulmonary infiltration associated 
with HL-A-specific leukocyte antibodies, 483 
Transmigration of bacteria, see under Bacteria 
Transplant(s) 
renal 
acute allograft rejection, cytocentrifuge in diag- 
nosis (abstract), 463 
anti-kidney cytotoxic antibodies in human renal 
allografts, 395 
Trauma, nitroblue tetrazolium test, leukocyte, 
modified in acute bacterial infection, 905 
Treponema pallidum, antigen in immunopathogenesis 
of syphilitic glomerulonephritis (abstract), 457 
Triiodothyronine, kits, radioimmunoassay, limita- 
tions with three separation procedures (ab- 
stract), 464 
lrimethoprim—sulfamethoxazole, activity against Nevs- 
seria gonorrhoeae, regression-line analysis, 605 
Triton X-100, use in isoelectric focusing of alkaline 
phosphatase isoenzymes in 
gels, 929 


polyacrylamide 


Tube(s), serum separator as intermediate storage de- 
vice within laboratory, 653 
Tumor(s) 
see also Neoplasia(s) 
granulosa-cell, uterine tumors resembling ovarian 
sex-cord tumors, 512 
hemangiopericytoma-like intranasal, 672 
plexiform, uterine tumors resembling ovarian 
sex-cord tumors, 512 
Sertoli-cell, uterine tumors resembling ovarian 
sex-cord tumors, 512 
sex-cord, ovarian, uterine tumors resembling, 512 
stromal, endometrial, uterine tumors resembling 
ovarian sex-cord tumors, 512 


U 


)ltramicro cyanmethemoglobin (hemiglobincyanide) 
determination of hemoglobin in “single-tube” 
manual technic, 122 

)ltrastructure 

see also Microscopy, electron 

breast, human, normal and abnormal, 291 

hairy cells, emphasizing enzymatic markers, 432 

liver, aspirin hepatotoxicity alterations of, 570 

lymphadenopathy, angioimmunoblastic, with 
dysproteinemia, 551 

JItraviolet spectrophotometric analysis, see under 
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